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c 
WAONVENTIONS have their own characteristic phy- 


ognomies. Some are flat. or dull, or boresome; others 






re stirring, interesting, or emphatic. It is often difficult 





forecast what kind of physiognomy a convention is 





: to have. Programs which seem most interesting 


roiling 


ften turn out to be most dull and the converse too is not 





t all an unusual occurrence. 
If we should wish to forecast the characteristics of the 






ext Convention of the Catholic Hospital Association the 





program as thus far planned should offer an interesting 





basis for a well-considered opinion, and on such a basis, 





t would seem that this coming Convention should prove 





to be one of the most interesting, helpful, and practical 





es which we have ever held. 
On Monday morning, May 6, we shall begin as we 






isually do by asking God’s blessing upon the delibera- 





tions of the Convention through the official words of one 





His ministers and through the graces and blessings 





hich come to us through the Holy Sacrifice of the Mass. 





\fter registration a luncheon will be served at 12:30 
o'clock for all the visiting delegates and their guests at 


the Stevens Hotel. This luncheon meeting will be fol- 







owed immediately by a series of addresses and reports. 





The Convention will be welcomed to Chicago by a repre- 





sentative of the Chamber of Commerce. The Presidential 





address will be given, the report of the Executive Direc- 





or will be received and the reports of the Reorganization 





Committee and the Financial Report will be presented. 


m) 


‘The Committees also which will have charge of the busi- 






ess of the Association will be announced. 





For the remaining days of the Convention general pro- 





crams have been planned for each morning and sectional 





ieetings for each afternoon. This division of interest 
ould seem to meet the demands of practically all our 






embers since opinion has been divided, some favoring 





lore numerous general meetings, others more numerous 





tional meetings. 





The general meetings will have for their subject, “The 
atient,” “The Hospital,” and “The Doctor,” respective- 
*. The meeting on Tuesday morning, dealing with “The 
atient,” will be addressed by the President of the Asso- 
ation, by Father Robert Lusey, and by Father John P. 
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Boland. Father Schwitalla will discuss the patient from 
a biological viewpoint, Father Lucey from a sociological 
Father Boland 


religious viewpoint. 


viewpoint, and from the ethical and 

On Wednesday morning the general meeting will con- 
cern itself with problems of Hospital administration. 
To Dr. T. R. Ponton has been assigned the general sub- 
a Unified, Authoritative, 
Complex Institution.” Dr. Von W. Schulte, 
the Dean of Creighton University School of Medicine, 
will discuss “The Obligation of the Hospital to the Doc- 


ject, “The Hospital of Today 


Hermann 


tor in Relation to the Patient.” Father Joseph I, Hig 
gins of Pueblo, Colo.. will present his views on “‘Adver- 


tising the Hospital” and Brother Julius, Alexian 


Brothers’ Hospital, Chicago, Ill., will read a paper 0 


Ph) 


“Some Engineering Problems in the Hospital 


The ceneral subject for the meeting on Thursday 
morning will be “The Doctor.” This meeting, we hope, 
may prove unusually interesting to the Convention. We 
hope to secure Dr. Robert S. Berghoff of Chicago to ad- 


“The Ethical 


\spects of the Physician’s Basic Duty to His Patient.” 


dress the Convention on Historical and 
Dr. Irving Abell of Louisville, will discuss the “Psycho- 
logical and Personal Aspects of the Doctor’s Duty to His 
Patient” and Dr. Charles H. Neilson, Associ 
St. Louis University School of Medicine, will discuss the 
Doctor’s Duty to His P: 


ate Dean of 
“Educational Aspects of the 
tient.” 

The practical phases of the Convention will be centra 
ized rather markedly in the sectional meetings. Two se 
tional meetings will be held each afternoon. On Tuesday 
afternoon, there will be a meeting on “The Patient and 
at which Mr. John A. McNamara, Ex 
ecutive Editor of the Modern Hospital will preside and 
another on “The Patient and Medical Costs” 
Dr. William H. Walsh of Chicago will preside. The latter 
Sister M. 


Hospital Costs” 
at which 


sectional meeting will be addressed also by 
Rose, Mercy Hospital, Pittsburgh, Pa. 

The sectional meetings on Wednesday afternoon deal 
respectively with the subjects of Dietotherapy and Hos- 
pital Social Service. For the first of these meetings we 


hope to secure as presiding officer Miss Anna E. Boller 
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of the American Dietetics Association, for the second 
Miss Kate B. McMahon, the Educational Secretary of 
the American Hospital Social Service Association. Both 
of the presiding officers will present introductory papers. 
We have already secured a paper from Sister Mary Vic- 
tor of St. Mary’s Hospital, Rochester, Minn., for the 
dietetics section and Miss Edith Baker, Vice-President 
of the American Hospital Social Service Association, 
and Miss Irene Morris, Supervisor of Social Service in 
St. Mary’s Group of Hospitals, St. Louis University, will 
each present phases of hospital social service. 

On Thursday afternoon the two sectional meetings 
will consider respectively Autopsies and Records. The 
presiding officer at the first of these sections will probably 
be Dr. William D. Collier, Director of the Department 
of Pathology at St. Louis University School of Medicine, 
and Dr. James T. Nix of New Orleans will preside at the 
section which deals with Records. The subject matter 
dealt with in both of these sections is particularly timely 
in view of the very extensive interest which has been 
aroused in it not only in hospital organizations, but in 
national and local medical societies. 

The problems of Schools of Nursing have been kept 
as a particularly inviting and important topic for the 
closing meeting of the Convention on Friday morning. 
The program of this meeting will be in the hands of the 
Illinois Conference of the Catholic Hospital Association 
and will be presided over by Father Mahan, the Director 
of the Conference. This meeting should elicit particular- 
from the fact that the 
problems of Schools of Nursing concern intimately the 


ly interesting discussion. Aside 


various hospitals, the entire subject has undergone such 
far-reaching changes in the course of the past few 
months, that an opportunity for an interchange of opin- 
ion on the part of the Sisters is particularly welcome and 
necessary just at this time. It is hoped that we may pre- 
sent special papers on phases of the subject which have 
special reference to those schools of nursing that have 
been unable to secure university affiliation. 

The business meetings of the Association will be of 
particular interest, as has been pointed out in our edi- 
torial section. The first of these business meetings will 
be the luncheon meeting on Monday afternoon; a second 
one at which problems of reorganization will be dis- 
cussed, will be held at eleven o’clock on Thursday and the 
closing meeting will take place on Friday morning at 
the same hour. Due notice will also be given of the meet- 
ings of the Executive Committee. 

It is obvious that in the arrangements for this pro- 
gram, the program committee, composed of Father Mou- 
linier, Father Schwitalla, and Mr. Kneifl, has kept con- 
stantly in mind the immediate needs of the Sisters and 
the hospital. We may all feel, therefore, that this meet- 
ing will prove unusually helpful and stimulating. Every 
one of our hospitals should profit by this opportunity and 
a full attendance, therefore is looked for. 

Copies of the completed program should be in the 
hands of the superiors of the hospitals not later than 
April 29. 
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PROGRAM FOR THE CONVENTION OF THE 
CATHOLIC HOSPITAL ASSOCIATION 
(Subject to change) 
MONDAY, MAY 6 
9:30 A.M. Pontifical High Mass. Probably at the Cathed 


Celebrant: To be announced. Sermon. Preache1 
be announced. 
Registration. Stevens Hotel. 

(Busses have been arranged for to convey deleg 
from the Cathedral to the hotel.) 
Luncheon for all the delegates and 

Stevens Hotel. 

Opening ad:lresses and reports 
A word of welcome from the Chicago Char 
of Commerce 
The President’s Address 
The report of the Executive Director 
The report of the Business Manager 
The report of the Reorganization Committe: 

Appointments of Committees 
Committee on Resolutions 
Nominating Committee 
Auditing Committee 

Adjournment 

TUESDAY, MAY 7 
General Meeting: “The Patient" 

“The Patient: Biological Considerations” 
Rev. Alphonse M. Schwitalla, S.J., Ph.D., D 
St. Louis University School of Medicine, 
Louis, Mo. 

“The Patient: Sociological Considerations” 
Rev. Robert E. Lucey, D.D., Director of Diox 
Charities, Los Angeles, Calif. 

“The Patient: Ethical and 

ations” 
Rev. John P. Boland, D.D., Diocesan Dire 
of Hospitals, Buffalo, N. Y. 
“The Patient: Medical Considerations” 


11:30 A. M. 


12:45 P. M. their gues 


9:30 A. M. 


Religious Consi 


Louis D. Moorehead, M.D., Dean, Loyola | 
versity, School of Medicine, Chicago, II. 
12:00 Noon Adjournment 
12:30 P.M. Luncheon 


2:00 P.M. Section I: “The Patient and Hospital Costs” 
Leaders in the Discussion : 
Mr. John A. McNamara, Executive Eidi 
Modern Hospital, Chicago, Ill. 
Sister M. Julia, Superintendent, 
phy Hospital, Chicago, Ill 
1. Hospitalization 
a) Admissions 
b) Collections 
2. Necessary Expenditures 
a) Supplies 
b) Personnel 
8. Unnecessary Expenditures 
a) Supplies 
b) Personnel 
Section II: “The Patient and Medical Costs” 
Leaders in the Discussion : 
Dr. William Henry Walsh, Chicago, III. 
Sister Mary Rose, Superintendent, Mercy H 
pital, Pittsburgh, Pa. 
1. Costs of medical attendance. 
2. Urban and rural problems. 
3. The public and cost of sickness 
WEDNESDAY, MAY 8 


John B. M 


9:30 A.M. General Meeting: “The Hospital: Administrati 
Phases” 
1. “The Hospital of Today, a Unified, Autho 
tative, Complex Institution” 
Thomas R. Ponton, M.D., Superintende: 


Illinois Masonic Hospital, Chicago, Il. 

2. “The Obligation of the Hospital to the Doct 

in Relation to His Patient” 

Herman Von W. Schulte, M.D., Dean, Creight 
University School of Medicine, Omaha, Nebr 
“Advertising the Hospital” 

Rev. Joseph F. Higgins, A.B., Regional Direct: 
Rocky Mountain States Catholic Hospit 
Association, Pueblo, Colo. 

4. “Some, Engineering Problems in the Hospital 
Brother Julius, Engineer-in-Charge, Alexi 
Brothers’ Hospital, Chicago, Ill. 

Luncheon 
Section I: “Dietotherapy” 

Leaders of Discussion : 

Miss Anna E. Boller, Ph.B., Director of Dieteti 
Central Free Dispensary, Rush Medical Coll 
Chicago, Dl. 
Sister Mary Victor, O.S.F., Dietitian, 
Mary’s Hospital, Rochester, Minn. 

1. The growing role of dietotherapy. 

2. Dietetics and dietotherapy. 
3. Special Problems. 

Section II: “Social Service” 

Leaders of Discussion : 

Miss Kate B. McMahon, Educational Secreta: 

American Association of Hospital Social Servi 

Workers. 

Miss Edith Baker, Vice-President, Americ 

Association of Hospital Social Service Worke 
Miss Irene Morris, Supervisor of Social Servic 
St. Mary’s Group of Hospitals of St. Louis U: 
versity, St. Louis, Mo. 
1. Social Service, the Hospital and the Dispensat 
2. Social Service as an Administrative Aid in t! 

Hospital. 

3. Social Service as a Diagnostic and Therapeu 
Aid in the Hospital. 

THURSDAY, MAY 9 
General Meeting: “The Doctor, the Hospital and th 
Patient” 

1. “The Basie Duty of the Doctor to His Patient 

Historical and Ethical Considerations” 
Robert S. Berghoff. M.D., Chicago, Tl 


oo 


12:30 Noon 
2:30 P. M. 


9:30 A.M. 
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“The Basic Duty of the Doctor to His Patient— 
Psychological and Personal Considerations” 
Irvin Abell, M.D., Louisville, Ky. 
“The Basic Duty of the Doctor to His Patient—- 
Educational Considerations” 
Charles H. Neilson, M.D., Ph.D., 
Dean, School of Medicine, St. Louis 
versity, St. Louis, Mo. 

Business Meeting : ‘ 
Consideration of the report of the Reorganization 
Committee. 

Luncheon 

Section I: “Autopsies and Records of End Results” 

William Dean Collier, M.D., Ph.D., Professor of 
Pathology and Director of the Department, St. 
Louis University School of Medicine, St. Louis, 
Mo 

. The Importance to the Hospital of Autopsies. 

2. The standards of the American College of Sur- 
geons and of the Commission on Hospitals of 
the American Medical Association concerning 
the number of autopsies. 

8. Legal Aspects of Postmortem Examinations. 

4. Methods of Securing Posthospitalization Reports 
from Patients. 

Section II: “Records” 

Leader of Discussion : 
James T. Nix, M.D., New Orleans, La. 


Associate 
Uni- 


») A. M. 


0 Noon 


) P.M. 
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. Training for Record Librarians. 
2. Approved Methods of Classification of Disease 
3. Histories of End Results 
. Diagnosis Files. 
FRIDAY, MAY 10 
“Problems of Schools of Nursing” 
“Developments in Nursing Education 
Rev. Patrick J. Mahan, S.J., Regent, Loyola 
University School of Medicine, Chicago, IL. 
“The Practical Work in Nursing Curriculum from 
a Pedagogical Vievpoint” 
Sister Helen Jarrell, B.S., R.N., Directress of 
Nurses, St. Bernard's Hospital, Chicago, Ill 
“The Teaching Personnel for the Practical Educa 
tion of the Nurse” 
Sister M. Lidwina, R.N., Directress of 
Mercy Hospital, Chicago, Il 
“The Classification and Location of Patients as an 
Aid to Practical Instruction” 
Sister M. Victoria, R.N., Directress of 
St. Elizabeth's Hospital, Chicago, Ill 
General Discussion : 


9:30 A. M. 


Nurses 


Nurses 


11:30 A.M. Business Meeting 
Report of the Executive Committee 
Election. 
Adjournment. 


The Fourteenth Annual Convention Foreword: Our Problems 
Rey. C. B. Moulinier, S.J.. Executive Director, C. H. A. 


rs 
i HE Fourteenth Annual Convention of the Catholic 
spital Association of the U. S. and Canada should be 
most notable in its history. It will not be the most 
nsive in the number and size of its exhibits; it may 
be thronged by great numbers of delegates and visit- 
s, there will be no outstanding clinic on beauty in the 
spital, or any other subject. There will be, however, 
ir hours given to papers and discussions on The Pa- 
nt, Tuesday the 7th; the same number of hours, 
Vednesday, the 8th on The Doctor; the same number of 
irs, Thursday and Friday morning, the 9th and 10th, 
The Hospital. This trilogy of subjects covers the whole 
ld, while the specific topics chosen, under these head- 
xs reach down to important phases of the subject un- 
er each general head. 
The persons who have accepted assignments éo the 
ers and discussions are fully capable of giving a deep, 
oad, and enlightening treatment to their subjects. The 
nsequence should be that delegates and visitors will 
ud the sessions interesting, instructive, and inspiring. 
ere is much that is old and well known about Patients, 
clors, and Hospitals; but there is also much that is 
ll not fully grasped and personally realized by the hos- 
talers of our country. 
[lospital folk—patients, doctors, nurses and adminis- 
will, undoubtedly, be made to think more keenly 
appreciate more conscientiously their overmastering 


rors 


onsibility for the best and completest hospital care 
the sick. 
(n Thursday afternoon, the 9th, from 2 to 4, o’clock, 
will be a business meeting when reports and policies 
be presented and the election of officers and members 
‘new Executive Board will take place. 
have written and spoken of the year now closing as 
Fra, as the year of Reorganization, and it has 
such in some respects : Our offices have been brought 
icago; the editorial work of Hosprrat Procress 
en in other hands; Springbank has been sold to the 


d saintly Cistercian Order; our Milwaukee prop- 
as been disposed of with the sum total result that 
e out of debt and in fair financial ease. All these 


happenings help to justify our thinking of our fourteenth 
year of existence as A New Fra. 

But our Hospital Membership, our Delegates at the 
Fourteenth Convention will face a most serious problem 
and condition. The problem is a sound, sane, and accept- 
able reorganization plan. The condition is one that calls 
for deep and powerful thought, staunch loyalty to the 
Association and determined action by the voting mem- 
bership to move slowly but securely to a greater and 
stronger achievement by our hospitals for patients, dox 
tors, nurses, and Sisters to the honor of the Hierarchy, 
of the Church, and through them, to Christ, Our Lord 
Himself. 

OUR DEAD: R.LP. 

We all love to cherish the memory of the dead whom 
we knew and loved; those of our family, and those who 
were close personal friends. We also carry this fine hu- 
man sympathy and thought to those who belonged to a 
society, club, or organization of any kind of which we 
were members, and who were fellow members with us. 

Is there not even a more impelling reason for the 
Sisters of the many communities engaged in hospital 
work, to use their national association, year by year, at 
its convention to memorialize, pay tribute to, and pray 
for the dead Sisters, the dead doctors, the dead clergy, 
who, though dead, are living in the memory and grateful 
hearts of those whom they made better, whom they sig- 
nalized by building up in one way or another, the insti- 
tutions in which they lived and labored. Shall we not 
have the opening Mass of the convention celebrated in 
honor of these dead and the repose of their souls ? Would 
it not be a very becoming and appropriate thing to have 
someone pay a brief tribute to our dead? Yes, dear Sis 
ters, doctors and clergy, in the midst of our busy, 
crowded life, caring for the bodily welfare of all, shall we 
not do credit to ourselves and bring honor to those who 


have lived and labored and died in our midst by calling 
them to mind each year at our convention, and by having 
a few words, simple but sincere, commemorating those 
who have gone from us in their bodily existence but who 
remain with us by reason of the deeds they have done ? 


May they rest in peace.—C. B. M. 








Axy attempt at presenting a complete picture of 
the problems of development of a hospital plant, within 
the limits of time allotted, must, of necessity, be sketchy, 
and cover only fundamental points involved, with such 
supplementary comment as may be indicated to demon- 
strate principles. No attempt has been made to discuss in 
general, architectural or engineering phases of construc- 
tion, except as they may affect operating problems. 
Selection of Site 

Choosing a site is a very important step in developing 
a building program for a hospital. Instances are preva- 
lent of woeful failure to recognize this fact, and thus the 
sites selected have proved either inadequate or so located 
as to preclude proper and efficient use of the hospital. 

There are certain fundamental principles to be kept 
in mind, in choosing a hospital location. Relation to 
arteries of travel should be considered first. With our 
present-day system of motor transportation, there is not 
the necessity, to as great a degree as formerly, of locating 
hospitals in approximately the center of population, but 
it is believed that there still exists the extreme desirabil- 
ity of locating hospitals easily accessible to main arteries 
of travel. If at all possible, a hospital should not be 
located directly on a street upon which there is a car line, 
because of the noise nuisance, but the hospital should be 
immediately adjacent to such a street, and this car line 
should be an arterial line. Such a location is desirable 
from the standpoint of convenience to patients and pa- 
tients’ relatives and friends, attending physicians, and 
last but by no means least, the personnel of the hospital. 

Perhaps the second point in an evaluation of the site 
under consideration bears upon the geographical distri- 
bution of hospital facilities in the community. It is ob- 
vious, if there can be a geographical distribution of hos- 
pital facilities, that the composite hospital program of 
the community will serve that community better than if 
the major portion of the hospital beds are in a restricted 
area. 

There is, 
water supply and sewage disposal facilities. Bear in mind 
that the water consumption of a hospital is very large, 
in some instances as high as 250 to 400-gallons per day 
per bed, and the necessity for an adequate water supply 
and adequate sewage disposal facilities is self-evident. 
Another phase is an evaluation of the general environ- 
ment and the absence of nuisance, such as excessive noise 
and noxious fumes. Perhaps of paramount importance 
is the determination of the adequacy of the site under 
consideration, for the ultimate needs of the hospital. 


of course, a primary question of adequate 


Type of Building 
One is constantly confronted with the general inquiry 


as to what type of hospital beds are best suited for hos- 
pital needs. This question cannot be answered concretely 
for universal application. There is no best type of hos- 
pital building. Each type has certain advantages. It is 


1Presented at the 13th annual meeting of the Catholic Hospital 
Association held at Cincinnati, Ohio, June 18-22, 1928. 


Development of a Hospital Building Program’ 


Frank E. Chapman, Director, Mount Sinai Hospital, Cleveland, Ohio, Consultant, Hospital Construction and Organiza‘ 
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incumbent upon those responsible for the creation of 
building to consider every factor entering into each 
dividual hospital program before determining the { 
of building or buildings to be erected. 

The size of the building program, both present 
future, and the relative availability of additional gro 
must be taken into consideration in determining whe! 
the pavilion, semipavilion, or block type is to be ere: 

Provision must be made for future enlargement 
the institution. The ultimate goal in terms of beds n 
be approximately established in order to detern 
whether or not available ground is adequate. 

Pavilion Type 

The pavilion type of hospital is not enjoying the jx 
larity that it did a decade ago. This type of hospital 
found its greatest expression in European count: 
where ground values are low, labor is cheap, and 
opinion prevails that this type of institution is n 
sary for the complete isolation of various types of diss 
In communities where ground values are relatively h 
it has been found that the real estate investment n« 
sary to build a hospital of considerable size practi 
precludes the use of this type of building. Also, by rea 
of the increased ratio of bearing walls to total cubag: 


has been found that the cost of this type of constructi: 


is relatively higher, provided, of course, that the s: 


type of general construction is used, and unquestiona)l\ 


long connecting corridors with the consequent lar 
areas of unproductive space has increased the operat 
cost materially. It is believed, therefore, sound to si 
that, except in isolated instances, the true pavilion 1 
of institution should not be considered. 


Semipavilion Type 
lhere are many modifications of the semipavilion t 


of institution: the U-shaped, the IH-shaped, the cross. 


and several variations of these general forms, eac! 
them having a specific philosophy of development, 
each of them adapting itself to various terraine. Pr 
planning can provide adequate facilities for effi 
operation in these types, dependent entirely upon 
proper interpretation of the needs of the institution. 
all probability, the H-shaped type lends itself to ex 
sions more readily than most other schemes. But ag 
this type of building requires an amount of land 
tively large. 
Block Type 

The block type is being used more and more as 
latest thought in hospital development. It has been « 
onstrated conclusively that vertical travel is cheaper 1 
horizontal travel; that disease may be isolated by fl 
equally as efficiently as by buildings; that the stach 
of typical nursing units one over the other lends it 
to an economical construction, and extensions of 1 
buildings are easily consummated, if provisions are n 
for these extensions in the original footings. Unquest 
ably the block type of building lends itself best to |: 
metropolitan hospitals. It is a fairly sound conclu 
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hat for a hospital of over 150 beds a block type of build- 
«, properly planned, is most economical of construc- 
on. 

[t is desirable to emphasize that these comments, with 
ference to the various types of buildings, are general, 
nd cannot be taken as conclusive ; that without a knowl- 
ive of the individual problem of construction of a hos- 
ital, it is dangerous to accept a general statement as a 
remise. 

Multiple Buildings 

After determining the type of building, it might be 
ell to consider the correctness of the location of all 


spital activities in one building. This comment applies, 


rrespective of the size of the institution. It is question- 
ble if there is the justification for the location of a high- 
ressure steam plant in a building occupied by patients. 
\s a matter of fact, the building codes of certain states 
reclude such an installation. In general, it is believed 
iat if the funds available are at all adequate, the me- 
hanical plant and the laundry should be located in a 
parate building, but by all means connected with the 
iain building by both a travel corridor and a pipe tun- 
el. It may be that this travel corridor and pipe tunnel 
an be developed as one, but both services should be 
ailable. 

Another questionable economy is the custom of hous- 

ig personnel in spaces designated for ultimate hospital 
purposes. This, of course, may be done as an expediency, 
nd should be considered only as such. The cubic cost of 

\ilding personnel quarters is lower than the cubic cost 

of building hospital facilities, and certainly any plan of 
levelopment must eventually provide for the erection of 
personnel quarters. 

The buildings should be located on the plot of ground 
nly after careful study of prevailing winds has been 
iade, and in direct relation to the travel of the sun, in 

order that the largest possible portion of the building 
ay have, at some time of the day, at all seasons of the 
vear, direct sunlight. 

In the semipavilion type and pavilion type of building, 
mphasis is placed upon the necessity of adequate courts 
or proper ventilation, elimination of noise nuisance as 
tween buildings, and the increase in fire hazard. 

There has been the growing tendency to install small 

lconies serving individual patients’ rooms in hospitals. 

iis scheme is of very doubtful value. The balconies, as 

rule, are totally inadequate to carry a bed; in most 
stances they are even too small for an easy chair; and, 
ney unquestionably darken the room underneath. 

Day rooms and solariums are prerequisite to sound 
anning, but it is believed that these facilities should be 

veloped at terminals of the nursing units or as roof 

rdens. 

Here attention may be called to another incorrect 

; i. e., developing inclosed solariums at the ends of 
ridors of nursing units. Such a development, too, is of 

v doubtful value. This type of planning destroys nat- 

| ventilation in a corridor, which, by all odds, is the 

t ventilation. In addition, this type of room permits 

the placing of beds in facilities totally inadequate for 


185 


patient occupancy, and the consequent crowding of a 
nursing unit beyond its capacity. It would seem that 
roof-garden developments partially inclosed are the best 
type of development. 

Control of Exits 

The reduction of the means of ingress and egress is 
rather difficult by reason of the building codes in most 
communities, but attention is called to the extreme de- 
sirability of reducing the number of doors to a minimum. 
The difficulty of controlling personnel, an important fac- 
tor in economical operation, increases with the increase 
in the number of exits. There are certain minimums be- 
low which good planning cannot go. There must be an 
entrance way for visitors, and ambulance and emergency 
entrance way ; an entrance way for the receipt of hospital 
commodities ; and it is extremely desirable that there be 
a separate exit for the morgue. This latter facility may 
be combined with the storeroom entrance way if neces- 
sary. 

Sound operation would seem to indicate the inclosing 
of the hospital property by an adequate fence with prop- 
erly controlled openings. 

Treatment of Grounds 

A great many institutions fail to recognize the thera- 
peutic value of proper surroundings, and do not properly 
landscape their property. There is nothing that adds to 
a building more than proper landscaping. This work 
should be included as a definite part of the building pro- 
gram, planned for and budgeted the same as every other 
necessary item of expense. 

Size and Type of Building 
In the block and semipavilion type of building, the size 


is predicated almost in its entirety upon the size of the 
nursing unit. There is some controversy as to what the 
ideal nursing unit is: somewhere between 25 and 35 beds 
is an ideal unit from the standpoint of efficient and 
economical nursing service. Each hospital should de- 
termine its standard of nursing service, and plan the 
entire institution accordingly. One must not lose sight 
of the fact that adequate and efficient nursing service is 
perhaps the keystone of good hospital service. The oppor- 
tunities of providing efficient service to the patient pre- 
sent themselves in planning the nursing unit and those 
opportunities should be fully grasped. 

In determining the total area of the unit, even at the 
sacrifice of reduced bed capacity, please be sure to in- 
clude those essential service facilities such as adequate 
utility rooms, diet pantries, adequate linen and supply 
closets, flower rooms, janitors’ closet, and sink room, and 
services of a comparable nature. 

Type of Construction 
Assuming that we are discussing multistory buildings, 


it is submitted without qualification that no board of 
trustees had a moral right to construct a building for the 
care of the sick of other than the highest type of fire- 
resisting construction. There are those who contend that 
the possibility of a fire in a hospital, by reason of the 
constant attendance of personnel, is remote, and that the 
need in an individual community for hospital beds de- 
mands the construction of those beds oft-times with in- 
adequate funds, and therefore a justification for the con- 
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struction of a Class B or Class C building. Certainly 
experiences that are known to most of us in various parts 
of the country with these types of buildings would seem 
conclusively to contradict this point of view. 
Type of Floors 

Approaching the items of construction that have a 
direct bearing on operating cost in a logical way, it would 
seem that the item of floors comes first under our con- 
sideration. Perhaps proper floor consciousness has but 
lately been developed in the minds of architects. Lack of 
information of this rather vital subject a few years ago 
was startling. A proper consideration of floors cannot be 
approached in terms of the hospital as a whole. We must 
divide the institution into various general services. For 
this purpose the following division is submitted: (@) 
Rooms of patient occupancy; (6) corridors and stair 
halls; (c) kitchens; 
(f) service pantries, utility rooms, baths and 


(d) operating rooms; (e@) labora- 
tories ; 
toilets; (g) administration offices ; and (h) service corri- 
dors, mechanical plant, laundry, ete. 

Rooms of patient occupancy. First it must be decided 
whether the hard or the soft type of floors is to be used. 
Taking into consideration noise-absorbing value and the 
ease under foot of the soft type of floor, it is believed 
that its use in rooms of patient occupancy and especially 
in large wards should be given careful consideration. Un- 


questionably the proper type of rubber floor is the best, 


as it does offer a longevity that is not offered by other 
soft types of floor. Next in order comes linoleum and 
certain mastics. Of the hard type of floor, apparently ter- 
razzo properly laid comes first for consideration. 

Corridors. There is no question whatsoever that only 
a soft type of floor should be used in a corridor. There 
are those who contend that there is no difference between 
the soft and the hard type of floors, as relates to foot 
comfort, but there is conclusive evidence by actual ex- 
perience that incidences of foot disturbance are much 
more prevalent on hard types of floors than soft. The 
necessity of reducing to a minimum the corridor noises 
is another reason that practically demands this type of 
installation. If funds will not permit the soft type, then 
terrazzo should be considered. 

In stair halls, there are several installations worthy 
of consideration. On main travel stairs with the necessity 
for consideration of safety, a carborundum impregnated 
material or nonslip treads warrants serious considera- 
tion. It is believed that steel nosings on stairs are danger- 
ous in that they have a tendency to wear smooth and at 
this stage offer a definite slipping hazard. The installa- 
tion of rubber treads has had rather general use in the 
last few years. 

Kitchens. In the kitchen there is the necessity of 
securing that material that is most impervious to absorp- 
tion, unquestionably the best type being quarry tile. It 
is true that this floor is more expensive than terrazzo, 
for instance, but there is no question of its very low 
absorbency, the ease with.which it is kept clean, and the 
very heavy traffic, all in all, warrants the expense. 

Operating rooms. This service likewise demands a 
floor of low-absorbing qualities. Vitreous tile properly 
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laid answers the need best. A substitute for vitreous t 
is terrazzo, and it is especially indicated, where there 
the necessity for protection against static electricity, 

the installation of copper strips properly grounded. Ru 
ber is being used to a certain degree in these rooms, | 
it is believed that the excessive moisture prevalent 

operation rooms precludes its satisfactory installation. 

Laboratories. Quarry tile is suggested as the prop 
floor for laboratories, although again we may substit 
terrazzo at a material saving in cost. 

Service pantries, etc. The ideal floor for these fa 
ties would seem to be a vitreous or a ceramic tile. In a 
event, it should be a floor with a low-absorbent quali 
and the substitution of terrazzo as a measure of econo1 
is proper. 

Administrative offices. The ideal floor in an admi: 
trative office is a soft type of floor. A substitute is t 
razzo, with the qualification that there is a sow 
nuisance produced that is to be avoided if funds availa} 
permit. 

Service corridors, etc. In order that there may be 
appearance of extravagance in the suggestions made, co 
crete with an integral hardener is recommended. 

Cove 

The next item of general discussion is the type of co 
All corridors, unquestionably, should have a protecti 
cove, and in all probability three sides of all rooms 
patient occupancy should have this protective cove, 1 
the purpose of protecting walls against wheeled « 
riages, moving of furniture, etc. There are those w 
contend that these protective coves are unsightly and t! 
they, therefore, should not be installed. It is submitt 
however, that they are not nearly so unsightly as 
marred walls, that are bound to result from an unpr 
tected area. 

It would seem that the ideal detail for coves of roo 
that have not a tile floor is terrazzo in detail to suit 1 
needs of the various rooms. Such a cove is relatively 
expensive, is easily kept clean, has a good appearan: 
and all in all would seem to answer in almost an ide 
way. Of course, in rooms where there is a tile floor, a1 
wainscot, unquestionably tile cove should be installed. 

Where there is a soft type of floor installed, it is rec 
mended that the adjacent cove be installed with a cop 
or brass strip in order that there may be a true jo 
Apparently this joint cannot be obtained properly in : 
other way. 

It is recommended that the detail of cove installat 
provides a minimum of six inches of cove, acting as 
protection against mopping soilage. 

Wainscot 

The question of wainscoting cannot be decided by 
general discussion, but various services must be cons 
ered individually. 

Rooms of patient occupancy. It is believed that th 
is no necessity for wainscoting in patients’ rooms, 
the plaster finish may be carried to the cove. 

Corridors and stair halls. Unquestionably a til 
terrazzo wainscoting in busy corridors is the desira! 
thing from an operating point of view, but unfortunat: 














:nds available are asked to serve in so many ways that 
Lis is out of the question in most instances, and there- 
re, we are obliged to substitute plaster finish in corri- 
rs and stair halls. 
Kitchen. Without a doubt, glazed tile or glazed brick 
the proper wainscot for kitchen use, carried to a point 
ot less than 4 ft. 6 in., and preferably 5 ft. 6 in. from 
.e finished floor. There is the ideal installation of a com- 
lete coverage of the walls with tile. This is almost out 
the question in the average installation ; 4 ft. 6-in. in- 
tallation as a standard, with a rather free use of tile 
ainscot is preferable to a 5 ft. 6-in. of 7 ft. 6-in. installa- 
on with a restricted usage. 

Operating rooms. A glazed tile, preferably of flat fin- 
:h to match the floor, installed approximately at door 
eight, is the proper installation for the operating rooms. 

Laboratories. Tile wainscot behind laboratory work- 
enches and around centrifuges, water baths, and pieces 
f equipment of a comparable nature is practically essen- 
al. It is, of course, ideal that the laboratory have a 4 ft. 
i-in. tile wainscot, but this is not always. possible. 

Service pantries, utility rooms, baths, etc. In serving 
ooms a 4 ft. 6-in. installation of tile wainscot would 

seem desirable, although a substitute of Keen cement 
may be made if necessary; in utility rooms a tile wain- 
<cot would seem prerequisite to efficiency; in baths and 
toilets, there should be a tile wainscot of 4 ft. 6 in. 
height, with the elimination of this tile in the toilets if 
the funds available demand. 

There, of necessity, must be considered the substitutes 
of tile (if there is such a thing as a substitute for a good 
tile installation). Developments in precast terrazzo and 
in ordinary terrazzo wainscots have been rather startling 
in the past few years, and in localities equipped to do 
this type of work, the cost is materially less than tile. 
Marble is so expensive and its proper installation so diffi- 
cult that its use except for toilet stalls, and usages of a 
comparable nature is practically prohibitive. The use of 
ertain glass products is advocated by many, but in my 
judgment should not be given serious consideration. 
They have not the necessary durability; they are expen- 
sive; and, all in all, are in no sense of the word as satis- 
actory as a proper tile installation. 

The Problem of Noise 
With the modern type of building, the problem of 


noise demands very serious consideration. In the old 
types of building, the use of soft materials provided a 
iedium of absorption, but in a skeleton steel or poured 
einforced-concrete building, noises are transmitted to a 
egree that is almost unbelievable. 
Properly insulated foundations of all motors, elevator 
achinery, and equipment of a comparable type, and 
| addition to the soundproofing of rooms in which this 
juipment is placed, is imperative. This has a twofold 
lue, the insulation of the foundation precludes the 
insmission of sound by vibration, through the struc- 
re of the building, and the soundproofing of the area 
luces its transmission through partitions. Another 
essary step is one of planning the location of stair 
lls and elevators in separate corridors isolated from 
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main corridors by doors. It is well also to treat the ceil- 
ings of these elevator lobbies acoustically. 

Serious consideration should be given to the acoustical 
treatment of all corridors adjacent to rooms of patient 
occupancy, for the purpose of absorbing noises of travel, 
and of reducing to a minimum transmission of noises 
from one room to another through open doorways. The 
effect of acoustical treatment of corridors is marked. 

Unquestionably, ceilings of nurseries, labor’ rooms and 
delivery rooms should be acoustically treated, as also 
should be rooms of unusually noisy services, adjacent to 
rooms of patient occupancy such as utility rooms and 
service pantries. 

It is true that acoustical treatment is expensive, but 
it must be remembered that this is a major problem of 
present-day hospital operation, and that the expense is 
justified if it is possible within the limits of available 
funds. Material savings may be effected by planning this 
acoustical treatment as an integral part of the building 
construction, thereby saving in plaster cost. 

Windows 

There are various types of windows submitted for 
consideration, but it is questionable if any of them have 
any great merit. The old style double-hung windows in 
all probability lends itself, for general hospital use, to a 
greater degree than any other type. It is easy to operate 
and has a relatively higher window efficiency. 

There may be considered that type of window that is 
reversible for purposes of window cleaning. Its general 
type is identical with the double-hung window, but offers 
facilities for cleaning windows. 

Windows in rooms of patient occupancy should be 
low enough so that the patient sitting in a low chair may 
see out. Approximately 33 inches is a maximum height 
from the floor. 

There are several types of window ventilators that 
are installed all of which have good points. The installa- 
tion of equipment of this type is suggested for considera- 
tion. 

There is suggested the desirability of installing win- 
dow sills on a slope to preclude the possibility of placing 
flower pots and items of nursing equipment on them. 

The question of screens and their general type war- 
rants careful thought. Unquestionably all hospital win- 
dows should be screened full length. Attention is called 
to a recent development in built-in screens, which may 
be rolled up out of the way when not in use. Such an in- 
stallation eliminates the necessity of providing space for 
screen storage and the cost of installing and removing 
screens. 

Each window should be provided with facilities for 
shades, curtains, draperies, and, almost universally, with 
awnings. 

In planning a building, care should be taken to prop- 
erly relate the window to the door in rooms of patient 
occupancy in order that the patient may not be subjected 
to a direct draft across the head of the bed. 

The relation of radiators to windows and the installa- 
tion of radiator protectors is another item for consid- 


eration. 









188 


The type of glazing is of considerable importance. 
There are certain glasses on the market that claim to 
deliver to a room, sunlight in very nearly its natural 
state, and it may be that the installation of these types of 
glasses is indicated in certain instances. Bathrooms, 
toilets, service pantries, utility rooms should have ob- 
scure glass at least on the lower sash. 

The proper installation of facilities for darkened 
rooms in the X-ray department, and in certain rooms in 
the operating department necessitate the installation of 
louvres or of especially constructed shades. 

Doors 

There is a tendency on the part of hospital planners 
to minimize the problem of proper door installation. 
There is an antipathy to wide doors; first, by reason of 
their cost ; and, second, by reason of the problem of prop- 
erly installing them. Notwithstanding all of these fac- 
tors, unquestionably all doors through which there will 
be wheeled-vehicle travel should be four feet wide. This 
comment applies to rooms of patient occupancy, diet 
kitchens, operating rooms, X-ray suites, and services of 
a comparable nature. 

The installation of double-acting doors or of double- 
swung doors is, in general, poor practice. They are 
dangerous, hard to maintain, and, all in all, the service 
needs of such a door can be met by the installation of a 
four-foot door. 

In toilets, janitor’s closets, utility rooms, supply 
closets, provide for ventilation of rooms either by the 
installation of louvres in the lower panel of the door, or 
by making the door approximately one and one-half 
inches to two inches short so that there will be adequate 
circulation of air underneath. 

Transoms in a hospital have a very doubtful value, 
and it is questionable if their installation is indicated. 

The installation of dwarf doors in rooms of patient 
occupancy is meeting with more and more favor. Such an 
installation offers a degree of privacy without absolute 
isolation, especially in private rooms, and once having 
been used are, as a rule, never discarded. 

The soundproofing of doors of delivery and labor 
rooms, nursery and rooms of heavy incidences of noise, 
has been discussed, but it is questionable if they have 
any great value, and in addition, proper soundproofing 
produces an exceedingly heavy and very expensive door. 
It is believed that it is better to treat individual rooms 
acoustically, and then install door checks to keep the 
doors closed rather than attempt to install double doors 
or soundproof doors. 

The installation of kick and push plates on doors such 
as diet kitchens and utility rooms either of cork or of 
metal is indicated. 

Code requirements demand the installation of a cer- 
tain number of fire doors in every institution. The char- 
acter of these doors is, of course, controlled by the regu- 
lations in each community. They offer a problem of ope- 
ration, but it is a condition that has to be met univer- 


sally. 
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Elevators 

Perhaps one of the greatest operating nuisances 0} 
hospital is the elevator, due in many instances to 
attempt to save money. When one takes into conside: 
tion the demands made on elevator machinery, it is 
wonder that it is as constant in its performance as it 
The elevator installation of an institution is one item 
which the question of expense should not enter. The b 
possible elevator is none too good, and boards of trust: 
would do well to insist that the best type of elevator 
purchased irrespective of cost. There are refinements , 
elevator equipment, such as automatic leveling devi 
automatic door closers, ete., that are certainly desira! 
if funds are available. The installation of as near], 
noiseless door on the elevator as is possible is desiral 
The warming of elevator shafts and their ventilation ; 
all times is an item which should not be overlooked. 

Electrical Equipment 

The electrical equipment can be divided for purpo: 
of discussion into eleven divisions. This is a maxim 
installation. All of the equipment mentioned is not ess: 
tial to efficient hospital operation. 

Itlumination. It would seem highly desirable that 
stair hall, corridor and night lights be key-controlled 
order that definite responsibility for the lighting of th 
spaces may be assigned to specific individuals. For pu 
poses of economy, corridor lights in long corridors n 
be installed on alternate circuits in order that every oth 
light may be turned on if desired. 

In the X-ray department, install in the fluorosco; 
room two systems of illumination, one for red or bl 
lights and the other for white. 

There is, of course, the necessity for the installation o 
special lighting fixtures in the operating room, deliv: 
room, emergency room, dressing rooms, and autops 
room. 

A desirable standard height for base plugs is 30 inch: 
above the floor line, with the exception of the laboratori: 
and facilities of a comparable type, where the base plugs 
should be located six inches above the workbenches. 

A determination of the type of general illumination ; 
the building again necessitates the division of the hos; 
tal into various services. Rooms of patient occupan 
should have indirect lighting, with the acute illumin 
tion at the bedside. Corridor lighting may be semidir 
or direct. Lighting in stair halls as a general rule shou 
be direct. 

In rooms of patient occupancy, consideration shou! 
be given to the installation of telephone and radio ser 
ice, and at least two utility plugs, one for the bedsi 
reading lamp and the other for general utility purpos: 
A decision as to the desirability of installation of ele 
tric-fan outlets in strategic points in rooms of patie! 
occupancy and other parts of the hospital must be mad 

There is always the necessity of serious consideratio! 
being given the installation of an emergency illumi! 
ating service. This need expresses itself primarily in t! 
operating rooms, delivery rooms, and services of a con 
parable type. The code requirements in some commun! 


ties require the location of emergency service in stair 
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; and in corridors. There are on the market several 
llations that automatically throw on emergency 
mination in the event of the general service failure. 
wer. Special power facilities must be provided for 
X-ray department. With the labor-saving devices in 
general kitchen equipment, separate power conduits 
ild be provided. It is incorrect to take these services 
n the illuminating circuits. A like comment pertains 
he laboratory and also to the utility rooms in wards, 


ny sterilizers are to be run by electricity. 


‘he development of electric cooking equipment in the 

t few vears demands serious consideration of this type 

installation, with the consequent necessity of pro- 
ng special services for the equipment, if it is to be 

talled. It is, of course, to be assumed that the laundry 
power building is to be serviced separately. 

Vurses’ call system. Standard equipment on the mar- 

offers a degree of flexibility as to warrant very little 
scussion. The only point presented is that this system 
st be installed in a separate conduit by reason of its 
ference in voltage from standard circuits. 

Paging systems. A determination of the type of pag- 

x system to be installed, whether a light system (either 

d or flasher) bells, gongs, or loud-speaking telephones, 

necessary. The proper location of outlets is predicated 

on the type of system to be installed, and the inclusive- 
ss of the service to be rendered. 

Telephone. Bear in mind that an adequate telephone 
yverage in an institution will save many times the cost 

its installation in a few years of operation. The cor- 
ctness of a separate house system of intercommuni- 

ting telephones is debatable. In all probability, service 

hrough a central exchange with a private branch ex- 
ange in the hospital will offer, both from the stand- 
int of operating cost and unquestionably from the 
ndpoint of efficiency, the best installation. 

Fire Alarm System. This is not a requisite, in Class 
\ buildings in some communities, but is in others. Ref- 
rence to the local building eodes is indicated in deter- 
ining the extent to which such a system must be pro- 

led. 

Call bells. Call bells from the front door and the 

iergency and ambulance entrance by all means is indi- 

ted, these bells centering at the telephone switchboard 
all probability. 

[n some instances, it would seem desirable to locate 

ergency bells quite separate from the nurses’ call sys- 

. from each of the public baths and toilets to the head 
ses’ station. 
ime stamps and payroll clocks. Such a system has 
ry doubtful value in a hospital. There are some in- 
tions, however, that demand it. 
Joctors’ register. Such a system, registering at the 
phone room from a button board in the doctors’ cloak 
i is a highly desirable installation. 
ks. A properly synchronized clock system oper- 
from a central master station insures a uniformity 
ie throughout the institution that is desirable. 


Electric cardiograph. This installation must be dis- 
cussed in institutions demanding this type of service. 
Apparently the wiring of various nursing units for elec- 
trocardiographic service has not proved as satisfactory 
as it was hoped. There is the need, however, for a discus- 
sion of this service, and the determination of whether 
there shall be a stationary heart station with separate 
system of conduiting to service this station, or whether 
electrocardiographic work will be done by a portable ma- 
chine. In all events, proper care must be taken to pro- 
vide protection against electrical interference from other 
systems in the institution. 

Plumbing 
It is not the purpose to enter into a controversial ques- 


tion as to whether or not pipes shall be exposed or con- 
cealed, but it is proposed to submit without any equivoca- 
tion that unless pipes may be concealed in properly 
located chases sufficiently large to permit of ease of acces- 
sibility that they should by all means be exposed. The 
problem of digging into walls for concealed pipes and 
the expense involved absolutely precludes this type of 
installation. 

It is almost universally true that the use of brass or 
copper pipe for the hot-water systems is indicated. There 
may be some few communities in which this is not true, 
but they are few and far between. The difference in cost 
as between brass and other types of pipe, while rather 
material, will be saved in a few years of operation. For 
the other systems of the hospital genuine wrought-iron 
pipe is indicated. It is deemed desirable to emphasize 
the importance of proper covering on both hot- and cold- 
water systems of pipe. Each plumbing fixture should be 
separately valved and each service riser valved. 

There is no attempt made to discuss specific types of 
plumbing equipment, but it is desired to emphasize that 
cheap fixtures are not necessarily the most economical. 
It is suggested that the use of nickel-plated piping and 
nickel-plated fixtures be eliminated, and that white or 
red metal or the new chrome treatments be considered. 
Self-closing faucets have a limited use, and undoubtedly 
will result in economy of water consumption. The in- 
stallation of lavatories a minimum of 30 inches from the 
floor to the bottom of the lavatory, to the end that they 
will be in proper position for use of the average person, 
needs consideration. The decision as to whether knee- 
control, arm-control, or foot-control surgical lavatories 
are to be installed must be met. Do not overlook the in- 
stallation of built-in toilet accessories. In the installation 
of bathtubs, place them at sufficient height to permit of 
the greatest ease to the nurses in working with patients. 
Make these bathtubs, when possible, accessible on each 
side. 

The installation of a properly constructed system of 
drinking water, with a central cooling system is unques- 
tionably economical and certainly offers a service that is 
highly desirable. Do not overlook a determination of 
the necessity for a water softener. Under certain condi- 
tions the water-softener system will pay for itself many 
times over in ten years of operation. Some communities 
demand water filters. These should be given considera- 
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tion. It is desirable to install a system of supply tanks 
on the roofs of most institutions to insure a uniformity 
of pressure separate and distinct from the city system. 

Consult your building code and be sure to plan an 
adequate fire-protection system. 

In the laboratory acid-resisting waste lines will un- 
doubtedly pay for themselves in a short time. The neces- 
sity for the installation of individual grease traps at 
each fixture in kitchens and serving pantries, and the 
further installation of an interceptor to take care of all 
of the kitchen lines is indicated. 

Heating 

Strictly from an operating point of view, there are 
only two or three needs to be considered in connection 
with heating. Of course the adequacy of heating service 
of the institution is important. One need have no fear 
that the average heating engineer will furnish inadequate 
radiation. As a matter of fact, the tendency is to over- 
radiate rather than underradiate. 

There is a question as to the necessity for a bracket- 
hung radiator. It is very nice to get the radiator legs off 
of the floor, but after all, four more points of contact 
with the floor means very little additional. The neces- 
sity for thermostatic control of certain services in the 
hospital, particularly of the operating room, large units, 
etc., must be given consideration. Special heating service 
for the operating rooms must be determined by those 
responsible for the program. 

Ventilation 

It is believed that all kitchen, sterilizing, and laundry 
equipment should be adequately hooded and that these 
hoods should be connected with a ventilating system to 
eliminate this excessive heat. In addition thereto, kitchen 
and operating-room areas should also be ventilated, and 
in some instances toilet rooms, utility rooms, and diet 
kitchens, although it is believed that there is not the 
universal need for these latter services being ventilated 
as would seem to be the impression. 

Refrigeration 
The development within the past few years of the 


individual self-contained refrigerating unit demands 
very serious consideration of the type of refrigeration to 
be used, especially as regards refrigerators for diet 
kitchens, X-ray units, laboratories, ete. Undoubtedly a 
central system should be installed for the manufacture 
of ice, and for the cooling of large storage boxes, but 


intensive study should be made to determine whether or 


not to pipe refrigeration from a central system or in- 


stall individual units. 

The preceding paragraphs have attempted to outline 
in a general way, items of construction that must be con- 
sidered. It is desired now to discuss the services that 
must be planned for in the various units of the average 
hospital. 


Administrative 
Do not overlook the extreme desirability, in fact, the 


necessity of a pleasantly planned and commodious en- 
trance lobby. First impressions are always lasting im- 
pressions, and a lobby properly planned unquestionably 
is an extreme desirability. Locate adequate toilet facili- 
ties for public use adjacent to the office lobby. Locate 
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small individual reception rooms that can be use 
time of need. 

Do not overlook the desirability of adequate pri 
office facilities for department heads. The nature of 1 
contacts precludes efficient handling unless priva 
insured. These offices need not be elaborate, but 
should be a sufficient number of them to answer the 1 

Locate your telephone room so that, during the 1 
watches, it may control the lobby and if possibk 
emergency room. At the same time isolate the telep) 
room to eliminate the nuisance of noise, and insure 
tecting inviolate the information of a confidential! 
ture that of necessity comes through a telephone sta 

An adequate admitting suite, and an admitting e 
gency room service is of the utmost importance. A 
sonnel restroom is extremely desirable. 

Nursing Unit 

For purposes of emphasis, it is desired to repeat 
an efficient nursing unit is impossible without adeq 
service facilities within the unit. Properly placed ut 
rooms, service pantries, and an adequate number of | 
and supply closets, a stretcher closet, a flower closet 
contribute to the service of patients. 

Locate your head-nurse’s station in the center o 
tivity where she can control visitors and supervise } 
ing activities. This head-nurse’s station should also | 
located so that it may supervise chart desks, medi 
cabinets, ete. 

A discussion of the relative value of individual plu: 
ing facilities and what is the proper ratio of rooms \ 
bath cannot be answered in general. There is a tend: 
to overdo rather than inadequately provide these types ot 
service. 

Operating Suite 
Again in the operating room the same conditior 


true. Efficiency is predicated in a very large measure « 
the proper ratio of service rooms to operating rooms. D 
not overlook the need for an adequate nurses’ workr 
instrument rooms, supply closet, stretcher closet, 
also the desirability of a comfortable doctors’ dres 
room. The scrub-up and sterilizing room should | 
located that there may be the maximum of service 
mediately adjacent to the operating rooms. 
Dietary Department 

The opportunities presented, by proper planning 
the development of an efficient operating service ar 
haps greater in this department than they are in 
others. In this activity, there are long hours of perf: 
ance under rather abnormal conditions. There are a 
housekeeping problems, and the possibility of wast 
operation prevails to a very great degree. 

The major items to be kept in mind are presente 
the relative order of their importance. 

Natural ventilation is at all times preferable to fo 
ventilation, and, therefore, three-way natural ventila 
is always highly desirable especially in the main kit 

A plan of development that contemplates the elin 
tion of individual rooms for each phase of the work, : 
the throwing of the entire activity into an area div 
only by work counters or by six-foot partitions is d 


able. Illustrating this point specifically, the n 




























































en, the bake shop, the serving pantry, the special 
kitchen, the milk-formula rooms, all can be planned 
at there will be no dividing partitions, with the 
quent that 
- and further, that supervision is better obtained. 


result ventilation is obtained much 
.ption should be made in the development of a closed 


for dishwashing and possibly for vegetable prepara- 


ie location of sinks and large equipment approxi- 
ely six inches away from the wall, in order to pro- 
ease of access for housekeeping purposes is desirable. 
should be taken in the location of sinks at a height 
pproximately 36 inches, precluding the necessity for 
<onnel bending over the sink. 
he installation of hoods directly connected with the 
system over ranges, dishwashers, serving tables, etc., 
oves from the kitchen the humidity that is so viti- 
¢ to personnel. Provisions for adequate supply of 
sh air in the room itself either by means of fans or by 
ns of natural ventilation should be made. 
Provision for supplemental electrical service quite 
rt from the illuminating service to take care of 
chen mixers, toasters, slicers, choppers, peelers, etc., is 
essary. At least one, and preferably two work refrig- 
tors for the chef or chief cook and also for the special 
kitchen should be provided. Careful study and de- 
ion as to whether or not electrical cooking apparatus 
uuld be installed should be made. With the improve- 
nt in electrical elements, this point is worthy of 
ater consideration than in the past. 


\ maximum ceiling height is desirable—fifteen feet 


possible. Windows in the kitchen suite should be higher 


in other windows in the hospital, in order to permit 
the location of equipment under the windows. All 
mbing should be equipped with grease traps. Door 
obs should be hung at least 48 inches from the floor 
order to eliminate damage by contact with moving 
lipment. 
\ rather free use of nonrusting materials for table tops 
| equipment tops, is certainly to be recommended. 
Laboratory 
Without a knowledge of the individual hospital, this 
ice cannot be discussed intelligently, and, therefore, 
comments must of necessity be very general in their 
ire. | _ 
Laboratory service automatically divides itself into 
ee minimum groupings: (1) Chemistry, (2) bacteriol- 
and serology, and (3) pathology. An institution of 
erial size should, therefore, have three laboratory 
ns, rather than combine these activities in one or two 
is. In addition, there, of course, is the necessity for 
itopsv room, which should be construed as a part of 
iboratory service. Provisions should be made for 
iate ventilation of this activity. 
ation of base plugs should be approximately six 
s above the workbench so that microscopes, lamps, 
similar equipment may be readily attached. Ade- 
cupboard space is essential. Workbenches should 
a minimum of 33 inches from the ground with 
ent under the workbenches for the 


open Space 


HOSPITAL PROGRESS 








191 










comfort of workers. Work tops should be of hardwood 
properly treated to resist stain, rubber, or alberene stone. 
The disadvantage of stone is that there is a high inci- 
dence of glassware breakage. 

Separate electrical power facilities for centrifuges, 
water baths, incubators, etc., should be provided for in 
addition to the illuminating circuits. 


X-Ray Department 

The keynote of this plan should be one of flexibility 
to provide a maximum of service with a minimum of 
equipment installation. To specifically illustrate, one 
X-ray machine properly placed will very adequately serve 
two examination rooms. ‘Two examination rooms, small 
in dimension, are much better than one large room. The 
segregation of equipment, the facility with which pa- 
tients may be prepared for examination, all tend to this 
type of development rather than the large room. In plan- 
ning a suite locate your dark room where it is accessible 
with the minimum of travel to the various operating 
rooms. 

Provide waiting-room facilities. Provide a separate 
office and viewing room from the waiting room. This is 
essential from the standpoint of study, and from the 
standpoint of protecting inviolate the work of the depart- 
ment. Provide facilities for the darkening of windows 
for the fluoroscopic room and for the dark room. .Ade- 
quately vour operator with lead-impregnated 
glass. Adequately protect the balance of the hospital with 


protect 


proper sheet-lead installation. 
Special Therapies 


and mechanotherapy is becoming 


Klectro-, hydro-, 
more and more accepted asa requisite ol good hospital 
service, and the modern hospital may provide facilities 
of this type. 

but true that 


It is bromidi a physical development 


bevond the demands of the medical staff is wasteful. At 


| 
| 


the same time demands cannot be met unless physical 
facilities are provided, and the plan of development of 
the modern hospital demands the inclusion of these facil- 


ities. Careful study of the approximate needs of the in 
dividual group of physicians, and the planning to meet 
that need, is essential. 

Storage Facilities 

There is no seryice in the hospital that is negle ted To 
the degree that this one is in general hospital planning, 
due apparently to an utter lack of conception, on the part 
of those responsible for the planning, of the needs of this 
department. The maintenance of large inventories with 
our present-day methods of distribution is to be dis 
couraged, but at the same time there must be facilities 
easily controlled to permit of the storage of those items 
that are of daily necessity in the hospital. 

The storeroom should be located at one point Jmme- 
diately adjacent to the receiving entrance, and subject to 
control at one point of ingress. It need not be divided 
into small rooms, although this is permissible if your 
plan so works out. The development ol adequate shely 
ing is essential. 

Mechanical Plant 
No attempt is made to discuss the relative efficiency of 


various types of boilers, nor is there an attempt made to 
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discuss the correctness of manufacturing electric current is provided for elsewhere in this program, and there} 
or the purchase thereof. These are problems that can be my discussion of equipment shall be limited to a plan © 
solved only with a knowledge of the service demand of equipping a new hospital. 

the individual institution. There are, however, certain It is suggested that a card be originated for ey, 
operating needs in this mechanical plant that are space shown on the hospital plan, and that this card 
identified both by name of room and by plan numbe 
the room. 

It is then incumbent upon the individual charged 
the responsibility of developing an equipment list to 
each card in sequence, visualize the equipment nee 
the individual room, and list in its entirety the eq 
ment and supplies necessary therefor. 

After this has been done, it is then suggested that 
draw off all items of a comparable type onto a comm 


presented for consideration. 

1. The installation of proper instruments of precision 
such as scales for the weighing of coal and ash, steam and 
water meters, recording pressure gauges, and items of a 
comparable nature so necessary to an efficient evaluation 
of the performance of the mechanical plant. These instal- 
lations unquestionably pay for themselves in one year of 
operation. No plant no matter what its size can be intelli- 
gently operated without them. 

2. Install essential equipment in duplicate. It is much 


We 


card, in this way obtaining the total number of 
better to have two small boilers than one large boiler; item, to be purchased for the institution. These 
two small refrigeration machines than one large one; S$Toups of cards will provide two things: an equip: 
two small water-feed pumps than one large one. The 
plant must be equipped for continuous operation and one 
should not depend upon single pieces of equipment for 
that continuity. 

3. Provide workshops for maintenance and repair 
work. A separate paint shop is desirable. The other shops 
such as carpenter, electrical, etc., may be combined. This 


list for each room and a composite commodity list 
the places where each piece of equipment is to be lo 
Upon receipt of equipment there should be no confus 
as to the place for which it is intended. 

_It is desired to call attention to the tendency of o 
rather than underequipping of a new building: o 
equipment in the sense of providing items that wil 
combination is questionable, however, except in small proved Seneaary & 8 short period of operation. ' 

suggestion is made that equipment needs be kept 


institutions. oe ; A 
minimum and that there is a certain excess budget 


Laundry 
Bear in mind that the installation of an institutional allowance for equipment to be purchased during the fi 


laundry is quite different from that of a commercial few months of operation so that as operating needs 
laundry. An institutional laundry must be developed to velop they can be met. 


meet peak demands of service, in the shortest possible Centralization of Control of Planning 
periods of time. It is believed a reasonable formula that There is a tendency to divide responsibility for 
the laundry should be equipped to handle 50 per cent 
beyond the expected need of the institution. 

Safety devices such as elimination of belts, the instal- 


planning, equipping, and establishment of an operat 
scheme of a hospital. The best planned hospital wil 
of relatively little value unless it is properly equip): 
and properly operated. A hospital well planned 
well equipped cannot render the maximum of service 
less its scheme of operation is in sympathy with 


lation of safety trip controls on machines, etc., are well 
worthy of consideration. The adequate hooding of wash- 
ing machines, mangles, dryroom tumblers, and the con- 
necting of these hoods with fans would seem indicated. scheme of planning and equipping. It is believed, th 
Plan the installation of equipment so that there will fore, that to get a maximum of service value, the p 

ning, equipping, and establishment of a scheme of ox 
tion should be motivated by one individual or by a si! 
small group of individuals to the end that there may | 


sympathetic understanding of the reasons for each s 


be no back travel. The soiled linen should be delivered 
at one place, and the clean linen accumulated at an- 
other, without any crossing of traffic. Secure specifica- 
tions providing an adequate supply of hot and cold water, * . 

in the program of planning and equipping. It is beli: 


and steam and install waste lines large enough to meet , 
that this thought is of such moment as to warrant 


the need. ane : : : 
Equipment statement that it is of paramount consideration in 


I am advised that a detailed discussion of equipment scheme of development. 
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The Catholic Hospitals of Chicago 


COLUMBUS HOSPITAL 
2540-48 Lake View Avenue and Deming Place 


Columbus Hospital was opened to the public in 1905 
hy Rev. Mother Frances Cabrini, foundress of the Order 
{ Missionary Sisters of the Sacred Heart of Jesus. 
(he building is six stories high, the top floor being 
oted to surgery. Three spacious, light, airy rooms 


terrazzo floors and glazed walls are used for general 


very, While four similar smaller rooms are provided 


special surgery such as eye, ear, nose, and throat, 
ito-urinary, and orthopedic operations. 

[he second, third, and fourth floors are arranged in 
cle rooms and suites. The first floor contains the in- 
s’ quarters with their dining room, also the assembly 
ff hall, and nurses’ lecture room. Excellent facilities 
provided in the obstetrical, X-ray, laboratory, pedi- 
and diet departments. A school of nursing with 
ny special features is included in the organization. 
e X-ray and the physical-therapy departments are 
rticularly worthy of notice because of their equipment 
| organization. A partial central service is used in the 


c. 


ving of meals. 
MERCY HOSPITAL 
2537 Prairie Avenue 
Sister M. Veronica, R.N., LL.D., Superior 


This is one of the oldest Hospitals in Chicago and 
iring all of its years of service to the sick it has kept 
reast of the advances in medicine and hospital meth- 


Surgical Operating Room Department 
Sister Mary Prudentia, R.N. 


For years the conduct of the surgical operating rooms 
Mercy Hospital has been admired by the profession, 
th at home and abroad. This is due, in a large measure, 
to the hearty cooperation that has always existed between 
e Sisters and members of the surgical staff. There has 
vays been a willingness and eagerness on the part of 
e Sisters to lend their aid to the surgeons in the de- 
elopment of newer methods in surgery, as well as a con- 
stant endeavor to improve the conditions at hand. Visit- 
¢ members of the profession remark upon the precise 


and systematic manner in which the entire procedure is 
carried out from the time the patient enters the anes- 
thetizing room until completion of the operation. This 
is due to the fact that every person in the operating 
department has been carefully trained in the duties of 
his or her position. 

There are six operating rooms, exclusive of the amphi- 
theater. These are equipped with the latest-type lamps 
for major surgery, modern operating tables, high-pres- 
sure instrument sterilizers, etc. ; in fact any modern con- 
venience to help facilitate a more perfect surgical tech- 
nique for the surgeon. 

There are five graduate anesthetists especially trained 
in the giving of ethylene, nitrous oxide, etc., who devote 
their entire time to this work. A course in anesthesia is 
offered for graduates of Mercy Hospital. 

Ear, Nose, and Throat Department 
Dolorosa, R.N. 


Sister Mary 

This is a distinct department made up of three oper- 
ating rooms with three treatment rooms adjoining. Each 
of these is equipped with the latest surgical apparatus 
desirable for this delicate work. Three student nurses 
and one intern are on service at all times. 

Surgical-Supply Department 
Sister Mary Assisi, R.N. 

The surgical-supply department occupies the main up- 
per floor of the new convent wing, consisting of a large 
hall and six rooms. The first room contains the floor and 
department lockers, bandage roller and a reclaim band- 
age stretcher. The other five rooms are used for making 
and storing supplies. The furniture includes long and 
round tables, apparatus to stretch and fold gauze, and 
sewing machines. There are also show cases which con- 
tain sterile supplies. These supplies contain special 
packets for patients to take with them to their homes, as 
well as for the surgeon for cases which he must treat 
away from the hospital. All he needs is to call at the 
supply room and tell the Sister for what particular oper- 
ation he is preparing. In a neat box he can secure a 
complete outfit including a rubber sheet, surgeon’s gown, 
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table cover, bandages, sponges to chloroform, ether, 
safety pins, tape; in fact, all the essentials required for 


his operation. 

The operating and dressing rooms are furnished with 
sterile dressings and sponges in cans. The supplies of 
dressings for several floors are furnished in muslin wrap- 
pers, with the exception of special dressings. 


The Laboratory 
W. Hueper, M.D., Director 


The rapid development of scientific medicine in recent 
years has made the laboratory an important center in 
every modern hospital. The laboratory serves many func- 
tions. Probably the most important functions are its aid 
to adequate study and diagnosis of a case, and its value 
in furnishing the treatment for many conditions. The 
constant use of the laboratory in the course of many dis- 
eases furnishes a check upon the progress of the patient, 
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as well as a valuable guide in the competent employ: 
of therapeutic measures. 

All reports from the laboratory are in writing and 
kept in duplicate, one copy being filed with the x 
of the patient, and the other being retained in the 
ratory. The laboratory has its own system of filing p 
logical tissue reports, and they are cross indexed, ac: 
ing to the patient’s name. Laboratory reports are ot 
form size, though they vary in color. 

A particular feature of the laboratory is the coope: 
plan of reporting findings. This has proved a dis 
aid in raising the efficiency of the various departm 
An example of this cooperation plan is that with th 
kitchen. Duplicates of the laboratory findings in 
case having a dietetic bearing are sent to th 
kitchen early in the forenoon, as soon as the tes! 

been completed. In this 
the 
handling a diabetic pat 


labor in satisfact 

for example, is minin 

and expedited. 

Basal Metabolism and 
Electrocardiograph 


Department 
Sister Mary Thomasina, K 


The basal metabolisn 
electrocardiograph — «i 
ments are located o1 
fifth floor. 


department are 


Laboratories 
each 
stalled with the latest e 
restr 


ment. There are 


and a laboratory, 
equipped, for the comfo 
nonhospitalized patients. 


Physical-Therapy Department 
Miss Marie Lawless, RK.‘ 
The physical-therap 
partment is located o1 
ground floor, in charge o! 
graduate nurse. It is 
equipped with diathe 
(high 


water-cooled 


tension); air- 


and ultra 
are: sinsu 


Morse 
deep - the 


let: carbon 
and galvanic 
generator ; 
lamp and infra-red 
This department is » 
ranged that out-patient 
be taken care of with tl 
most convenience. 

The Obstetrical Departn 


Sister M. Estelle, R.N 
Supervisor 


Better education in 
health 
and wider acquaintance 


ters of and di 
hospital methods, hav: 
ated an evergrowing 

larity for hospital obstet 
The Mercy Hospital, ali 














ler in standards and in 
ods, met the increasing 
nd on its department 
istetrics by giving new 
spacious quarters for 
vork, in the new and 
ious Wing opened in the 
of 1916. Regarding 
as the most important 
rtment of the hospital 
for many reasons the 
claiming their _ best 
iwhts and unceasing at- 
on, the Sisters spared 
expense to secure for it 
richest and best of mod- 
equipment. 
perience taught the ne- 
sities and conveniences of 
; department and not the 
st detail has been over- 
‘ked or omitted in its com- 
te and perfect equipment. 
as a full armamentarium 
surgical and obstetrical 
struments of the best and 
est type; easily adjustable 
erating tables; specially 
nstructed heavy beds; in- 
rument tables and hand- 
olution racks of white 
amel; special stands for 
pply drums which the 
‘ubbed nurse operates by 
ot. Each of these rooms has 
is porcelain wash stands, 


ith running hot and cold 


iter, operated by foot lev- 
rs, Instrument cases, and 
tore closets for supplies. 
ich room can fully take 
ire of its own cases, and 


ork with its own instru- 
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INTERIOR 


ents, and live by its own supplies. The value of this 


rfect equipment is realized and appreciated when all 


oms are occupied simultaneously and neither doctor 


patient has to suffer the petty annoyance of nurses 


‘ing for and borrowing supplies. 


\ccommodations for 45 or 50 babies are secured in a 
rsery that is large, well-lighted, well-ventilated, and 
ily heated to the desired temperature. It is equipped 
h sanitary wire baskets which are well padded. This 


iding can be removed readily and the baskets easily 
nfected. They are placed on metal racks of convenient 
rht and each bears the name of the patient and the 
e of the attending physician set in a neat frame 


ly secured to the wire mesh. 


“he babies’ bathroom is the latest word in engineering 


architecture. The heat may be adjusted at will. A 
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thermostat mixer for the baby’s bath; marble slabs 
covered with removable pads; a system for airing and 
changing these separate pads after each bath, make this 
nursery perfect in appointments and complete in mod- 
ern, up-to-date equipment. 

The nursery is presided over by nurses responsible 
directly to the Sister in charge for its care and for the 
welfare of its occupants. The hospital authorities demand 
that the strictest attention be given to the babies. They 
insist, and enforce this insistence by most rigid rule, that 
the nursery never be left without a nurse, either night 
or day. 


Department of Roentgenology 
John B. Zingrone, Director 


The Mercy Hospital X-ray department is located on 
the ground floor of the west wing of the main hospital 
building in close proximity to the emergency entrance 
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and within 50 feet of both freight and passenger eleva- 
tors of the 26th Street side of the building. The depart- 
ment is composed of the following units: 

1. Roentgenoscopic unit equipped with vertical and 
horizontal apparatus. This unit has one of the latest type 
of transformers which makes it possible to be used for 
fluoroscopic examinations, general roentgenography, and 
roentgentherapy. 

2. General radiographic room equipped with the 
latest type of X-ray apparatus for general radiography 
and roentgentherapy, and if necessary fluoroscopy. 

3. Urological X-ray department used for radio- 
graphy in urology and, if necessary, this unit can also be 
used for general radiography. 

4. Diagnostic room equipped with extensive diag- 
nostic light boxes facilitating the interpretation of 
roentgenograms and a stereoscopic unit for the interpre- 
tation of stereoroentgenograms. 

5. Dark room completely equipped with the latest 
type of dark-room equipment and a splendid ventilating 
system. 

6. Photographic department for the making of lan- 
tern slides and prints for clinical publication. 

7. A suite of dressing rooms equipped with Java- 
tories, reserving one section for the female patients and 
the other for the male patients. 

8. Fireproof filing room equipped with steel filing 
cabinets. 

9. Bright and airy reception room. 

10. Office and stenographie department. 
11. The department has in its possession a portable 
X-ray unit which can be transported for bedside roent- 


genography. 
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The personnel of the X-ray department is as folloy 

1. Director of the department. 

2. Roentgenologist. 

3. Three technicians specializing as follows: (a) G 
tro-intestinal and chest radiography; (b) One spe 
izing in radiology of the skull, spine, and in bony st 
ture; (c) The third technician specializes in the 1 
logical X-ray field. This arrangement of having 
X-ray field specialized seems to accomplish the 
results. 

4. Two graduate nurses; one attends to the do 
and patients while in the X-ray department and 
other makes the appointments, takes charge of the fil 
and collects the fees. 

5. A darkroom man. 

6. A stenographer well versed in medical terms 
is capable of making notations in the dark fluorosco 
room while the fluoroscopic examination is in progr: 

The department requires all attending men or thi 
respective interns to write their orders as to their 
tients respective examination on the requisition blanks 
furnished for that purpose in the X-ray department. 

After the examinations are completed a copy of t 
findings is made a part of the patient’s hospital record 
and a duplicate copy is placed in the files of the X-r 
department. 


Mercy Hospital School for Nurses 
Sister Mary Lidwina, R.N., Superintendent 


Mercy Hospital School for Nurses was organized 
1889 and chartered in 1892. In 1901, Mercy lengthened 


its original two-year course with one month of probatior 
to three years with three months of probation. In 1905 
it again raised the standard of the school by requiring 
the applicant for admission to present a diploma of 


L.. Moore HEAD 
HosritTax, 
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duation from an accredited high school, Mercy being 

iong the first of the Middle West to take this step. 

ercy Hospital School for Nurses was affiliated to the 

orthwestern University from the beginning. In 1918 
lerey Hospital changed affiliation from Northwestern 

niversity to Loyola University, causing the same 

ange to be made by the Mercy School for Nurses. 
(hese affiliations secured the advantages of instruction 
y members of the faculty of the respective universities, 
the use of their laboratories and libraries, and the privi- 
ege of graduation at university convocation. 

Up to date Mercy has graduated over a thousand stu- 
dents. The growth and success of the work since its 
organization have been fostered in no small degree by the 
active and sympathetic interest of the members of the 
ospital staff who have so generously given time and 
encouragement to Mercy School for Nurses. 

One of the educational developments of recent years is 
the introduction of schools for nurses into the family of 
schools which make up the modern university. This 
novement is the indirect result of the development of 
the university schools of medicine, which have connected 
vith them, as a necessary adjunct, hospitals for teaching. 
hus, many schools for nurses have been put upon a col- 

giate basis so that the pupils in these schools receive 

ademic credit counting toward the B. S. degree in 
ursing. 

Loyola University, with the purpose of encouraging 

gher standards in nursing and with the idea of en- 

bling Catholic young women to secure the educational 

lvantages within our own system of schools which can 
obtained elsewhere, has granted the privilege of 
demic credit. 

The affiliation of the school with Loyola University 

es the student many advantages. Admission credits, 
rses, teachers, and examinations are subject to the 
ent and the dean of Loyola University School of Med- 
e. In addition to the full-time registered graduate 
se instructors, members of the faculty of the medical 
ol and other departments of the university conduct 
ses and give instructions. A Sister who is a registered 
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nurse, (R.N.,) with adequate teaching experience, direct- 
ly supervises each department of nursing. 

Class and demonstration rooms, and laboratories are 
fitted out in the nurses’ home. Mercy Hospital with its 
380 beds is an excellent laboratory with ample facilities 
and teaching material for thorough courses in all the de- 
partments of nursing. Here the student receives experi- 
ence in the various branches of nursing. The courses in 
practical work are organized along pedagogical lines 
with proper sequence and close correlation between 
theory and practice. While they develop the mental and 
manual habits requisite for capable nursing, they aim at 
the same time to give the thorough training implied in 
collegiate education. 

The library in the nurses’ home is provided with med- 
ical and nursing books of reference and works on allied 
subjects, current periodicals, both fictional and profes- 
sional, as well as with standard works of fiction and lit- 
erature. Besides, the students are within easy access of 
the library of Loyola University and the Chicago public 
library. 

Each class in the school is an organized unit. Each 
organization duly elects its officers, arranges its meet- 
ings, etc., and prepares for participation in general stu- 
dent undertakings. Satisfactory scholarship, however, is 
a prerequisite to eligibility for office in student organi- 
zations. The students have the privilege of arranging 
special programs, dances, and parties. Occasional in- 
teresting moving pictures in the hospital auditorium 
vive pleasure and diversion to the students. The tennis 
court on the grounds and hikes to places of interest in 
the city are features of outdoor recreation. 

Each day, before going on duty, the students assemble 
in the chapel for prayers and morning hymns. They have 
the opportunity for assisting at Mass daily and of 
receiving the sacraments frequently. All are encouraged 
to make appreciative use of these privileges as a means 
of forming genuine Catholic habits. Those blessed with 
good voices have the privilege of joining the choir. The 
Christmas carol procession on the eve of Christmas is a 
beautiful time-honored custom: The high Masses on 
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the most part, rendered by the nurses’ choir. 


Mercy Free Dispensary 
Sister M. Martha, R.N. 


Mercy free dispensary, a charity institution, indorsed 


by the Chicago association of commerce, is under the 


direction of the Sisters of Mercy. The building in which 


the clinie is housed is splendidly lighted and of fireproof 


construction. It is entirely separate from the hospital, 
but on the adjoining property. On the first floor are the 
dispensary and_ social-service offices, dressing room, 
laboratory, drugroom, dental, physical-therapy, infant 
welfare, and ten examining rooms. The second floor con- 
tains additional examining and treatment rooms. 

The following general clinics are in operation: Medi- 
cine, surgery, ear, nose, and throat, ophthalmology, gyne- 
cology, neurology, orthopedics, physical-therapy, peciat- 
ries, infant feeding, dental. obstetrics, genitourinary, 

dermatology, syphilology, cancer, 

The X-ray, Huoroscopic, radiotherapy, and special 
laboratory tests are made in the respective departments 
of Merey Hospital. To do this work in the dispensary 
would be a great expense, and with the hospital so splen- 
didly equipped to handle these departments, the service 
is economical, quick, and complete. 

The attending staff of the dispensary is nominated by 
Lovola University school of medicine and appointed by 
the Sisters of Mercy. The dispensary is used by Loyola 
University school of medicine for medical teaching. 

In addition to the Sister directress, who is a registered 
nurse, there are three registered nurses engaged in social- 
service work. The pharmacy is in charge of a Sister 
registered pharmacist, and student nurses are offered a 
service in the dispensary. 

The dispensary is not in any way endowed but must 
depend upon its friends for financial assistance to serve 
those who need its help. 

The Sisters wish to acknowledge with gratitude, the 
efficient work of the wives of the staff doctors and of the 
other members of the Mercy Free Dispensary \uxiliary. 
Under its able board of directors the Auxiliary has ear- 
ried on most successfully the work of the tag days, ete. 

MOTHER CABRINI MEMORIAL HOSPITAL 
1200 Gilpin Place 

Mother Cabrini Memorial Hospital, one of the newest 
and most thoroughly modern of the Catholic hospitals in 
Chicago, was organized and built in 1924 under the direc- 
tion of the Missionary Sisters of the Sacred Heart. It has 
a capacity of 200 beds. This hospital possesses unusual 
facilities in its operating rooms, obstetrical department, 
X-ray laboratory, and pathological laboratory. 

A well-equipped school of nursing with beautiful and 
comfortable quarters for the student nurses is a feature. 


Especially worthy of note are the pediatric department 


and the special fracture department. 
ST. ANNE’S HOSPITAL 
4900 Thomas Street 
St. Anne’s Hospital, a flourishing institution in the 
western part of the city conducted by the Sisters, Poor 
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Christmas and on other great feasts of the year, are for 






Handmaids of Jesus Christ, was opened in the year 19 

A new building was finished about a year ago. It is a fi 
proof structure, equipped with the most modern scient 
appliances in the X-ray, laboratory, surgical, and } 
ternity departments, and can accommodate 100 patie: 
A well-conducted school of nursing is connected with 1 
hospital. 

This is an example of a well-organized general hos) 
of the smaller type. In it the visitor will have the op; 
tunity of studying methods of administration in 
small hospital. 

ST. ANTHONY’S HOSPITAL 
2875 West 19th Street 

This hospital has an exceptionally good physi 
therapy department and the obstetrical departme: 
also well worth seeing. 

ST. BERNARD’S HOSPITAL 
6337 South Harvard Avenue 

This is the oldest of the Chicago hospitals and 
well repay a visit. The new nurses’ home, as full) 
scribed in the April number of HosprraL PRoGREss 
probably the latest development in the housing and 
ganization of the nursing school. Whilst few hospit 
can provide the funds necessary to build and equi; 
home to compare with this, no hospital administrator « 
afford te miss the opportunity to see this, the newest o 
and all can learn something from its special features. 

ST. ELIZABETH HOSPITAL 
1433 North Claremont Avenue 

In compliance with the wishes of Most Rev. P. 
Feehan, D. D., Archbishop of Chicago, St. Elizab 
Hospital was founded in 1887 by the lamented Sister \ 
Polycarpa, Poor Handmaid of Jesus Christ. The pres: 
site, then known as Thompson and Davis Streets, \ 
chosen as a suitable location, comprising an entire squ: 
block. 


and on October 12, 


No time was lost in the erection of the hospit 
1887, it was dedicated with pro; 
solemnity by Most Rev. P. A. Feehan. 

The main building is four stories high, with a capacit 


225 beds, with the outstanding feature of abund: 


of 22: 

ventilation and sunshine for each and every room, ma 
possible by careful architecture. From its very first inc 
tion rapid and continuous progress was made, so that 
hecame necessary to erect a new wing to the main buil 
ing in 1892. A power and heating plant, capable of s 
plying not only the present buildings, but also the « 
templated addition to the hospital, was added in 191 
Under the capable and progressive management of S 
ter Superior, Sister M. Cordula, it became necessary 
possible to erect two further structures during the v 
1925. The first of these is an assembly hall, with a seati 
capacity of 1,000, cloakrooms, and kitchen on the fi! 
floor and spacious recreation rooms and sleeping quart: 
for the interns on the second floor. 

The second building is a beautiful five-story nurs 
home, large enough to accommodate 100 nurses. It ¢o 
tains every requisite to make it serviceable, homelike, a! 
attractive. With class and demonstration rooms, dietet 


kitchen, gymnasium, laundry, parlors, and receptio 
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MOTHER CABRINI MEMORIAL HOSPITAL, CHICAGO, ILL. 


Rest Room Entrance Hall 
Tonsillectomy Room Operating Room 
Delivery Room Clinical Laboratory 


ms, a well supplied library, showers, and infirmary, air- and water-cooled ultra-violet lamp, a two-section 


ry want and comfort is supplied for the student mobile high-frequency apparatus and a multiple-wave 


ses. This beautiful home with its inmates is super- generator. 
ed by the ever genial Sister Superintendent of Nurses. Special attention of capable and experienced super- 
| | | | | 
‘t. Elizabeth Hospital today is recognized as one of visors in the management of the various departments of 
most completely and modernly equipped institutions Surgery, pediatrics, obstetrics, and pharmacy, has been 
productive of a high degree of efficiency in the service. 
*] ‘ev , 

: : . OSEPH’S HOSPITAL 
sm laboratories are conceded most modern in equip- ST. JOSEPH’S H s 

; ? ; a. Garfield and Burling Streets 


t and method, in charge of a specialist in this work. St. Joseph’s Hospital was founded in 1868. In 1914 an 


hicago. The pathological, clinical, and basal-meta- 


ddition to the X-ray equipment, the physical-ther- addition was built to the north side of the hospital, mak- 
department is provided with modern combination — ing a total capacity of 225 beds. The hospital is situated 
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four-story, natural red-brick structure. Each floor has 


in a residential section of the city at Garfield and Burling 
Streets, six blocks from Linco!n Park and the lake, and 
twenty minutes ride from the loop district. The school of nursing was organized in 1893 and t! 


large recreation room containing a Pullman kitchenett 


A large space on the fifth floor of the hospital is de- first graduation was held in December, 1895. The sch: 


voted to a central service department. The main objects has chosen as its motto “Semper Fidelis.” The followi: 


year, 1896, an alumnae association of the nurses of § 
Joseph’s Hospital was formed. This association was « 
ganized for the mutual benefit and pleasure of the gr: 


are: To supervise and record the younger nurses’ 
practical work and to keep a check on their experience ; 
to serve as a central station for equipment and supplies 


needed throughout the house; and for the sterilization “@le Nurses. 
of the equipment and the making of various solutions. In the year 1900 the graduating class set April 
The central service room supplies the different depart- aside as the day to be observed as “Class Day.” For : 
ments with dressing baskets, spinal puncture, catheter- years the former graduates have returned to their Aln 
izing, and hypodermoclysis trays, etc. These outfits are Mater, on April 24, to renew old acquaintances and en. 
always kept in readiness for immediate use. Central diet the exercises prepared for Class Day. This occasion 
service which is becoming recognized as the newest and the alumnae serves as a preliminary anticipation of 1 
best system of servicing meals to the patient is featured graduation exercises held two weeks later, when most « 
in this institution. the graduating students’ time is devoted to the enterta 
The nurses’ home, directly opposite the hospital, is ™ent of personal relatives and friends. 
connected with it by means of a subway. This under- ST. MARY OF NAZARETH HOSPITAL 
1120 North Leavitt Street 

The St. Mary of Nazareth Hospital, 1120 N. Leavii 
St., Chicago, Ill., was founded by the Sisters of the Ho 
Family of Nazareth in 1894. It occupies a square cit 


block in the northwest section of Chicago and with 


ground passage is laid several feet beneath Burling 
Street and extends the entire width of the thoroughfare. 
It serves not only as a communication between the two 
buildings, but also as protection against the inclement 
weather. It is well lighted and heated. The home is a 




















ST. ELIZABETH’S HOSPITAL, CHICAGO, ILL. 
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eautiful, well-kept grounds, this modern, fireproof 
structure is an ideal home for suffering humanity. 
lhe St. Mary of Nazareth Hospital has for many years 
en recognized as one of the leading hospitals of Chi- 
»o. On its staff are men renowned not only in local 
edical spheres, but also of widespread fame, whose 
yes are authority in the medical world; such men as 
late Dr. A. J. Ochsner who from the year 1894 until 
time of his death (1925) was the surgeon in chief. 
Under the supervision of the Sisters of the Holy Fam- 
of Nazareth, the hospital has steadily grown in pro- 
rtion to the demands made upon it so that, today, it 
nds foremost and ranks highest in matters of equip- 
nt, service, and science. It is patronized by all classes, 
ominations, and nationalities, and because of the 
oadening scope of its humane work it is undeniably a 
ven of refuge for the sick poor. 





DIET KITCHEN 


ST. MARY OF NAZARETH HOSPITAL, CHICAGO, ILL, 


On the ground floor are found the laundry, kitchen, 
storerooms, laboratories, nurses’ dining rooms, and the 
dining room for the employees. On the main floor are 
the general offices, the office of the Sister superior, the 
hapel, parlors, waiting rooms, interns’ quarters, and 


ee 
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MAIN ENTRANCE 


ST. MARY OF NAZARETH HOSPITAL, CHICAGO, ILL. 


their dining room, the pharmacy, chaplain’s suite, dis- 
pensary, private consultation rooms, lecture hall, the 
X-ray rooms, and the emergency and dressing rooms for 
outside patients who come in for treatment and atten- 
tion. 

General wards occupy the entire second floor, the north 
wing being reserved for the male patients, the south wing 
for the female patients with the children’s ward between. 
Private rooms and wards are on the third, fourth, and 
fifth floors, all outside rooms, bright, airy, and modern. 
The operating rooms are in the north wing of the fifth 
floor, also the obstetrical department and the nursery. 
Recently there 
of the newest type. 


has been added to the surgery, sterilizers 


The school for nurses was opened in 1900, and today, 
is one of the largest institutions of its kind in the city. 
The nurses’ home in the north end of the hospital speaks 
well of the practical and efficient care of the Sisters to 
provide for the nurses a real home, one of which all con- 


cerned may well be proud. 


‘The course of study covers a period of three years, and 
consists of theoretical instruction and practical work in 
all departments of the hospital. This school is registered 
by the state department of registration and education 
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CROSS HOSPITAL, CHICAGO, ILL. 
—Matthew Zaldokas, Architect, Chicago. 
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and gives to its graduates the privilege of taking the 
examination for registered nurses. 
ALEXIAN BROTHERS HOSPITAL 
1200 Belden Avenue 

It is like a glimpse of a bit of old Europe. One feels 
as though he might be in a beautiful room in old Genoa 
when he enters the lobby of the Alexian Brothers Hos- 
pital. The visitor first notes the old and mellow colors of 
the walls in the lobby and then as he examines the ceiling 
with its exquisite decorative effects in colors so soft, and 
so delicately blended, he can almost persuade himself 
that he is looking at the handwork of the old masters. 
And then he fixes his gaze upon a great window from 
Munich—a gift to the hospital by the staff on its fiftieth 
anniversary. To the left isa quiet, little reception room, 
and to the right, administration rooms. Through the 
arched doorway one has a glimpse of a Brother whom 
one approaches for information. With a quick smile and 
a graciousness befitting a religious, he gives the inquirer 
cheerful and prompt response and direction. There is no 
hesitancy. He rings for the corridor Brother who prompt- 
ly answers and conducts the visitor to the elevator just 
to the back and to the left of the lobby. Even the elevator 
man has an air of wanting to be helpful to the stranger. 
As the visitor steps from the elevator onto the second 
floor, he is at once pleased with the monastery-like ap- 
pearance of the corridor. Down its great length are beau- 
tiful arched divisions. The painted walls are of well- 
chosen colors, reflecting soft lights. The visitor is then 
conducted to the waiting room which is directly above the 
lobby. Its size is about the same as that of the lobby. It 
opens on the corridor and faces the broad easy stairway. 
The end overlooking the street has tall triple windows. 


Palms and ferns are clustered about and an interesting 


aquarium stands near the center. Again one sees how the 
| 


master painter’s hand has made dull plastered walls 
beautiful, and there are real rare old paintings hung 
there. These waiting rooms are repeated on every floor. 
one above the other, each as attractive as the other, the 
result of the cultured art sense of some artist Alexian 
Brother. One is so lost in reverie and admiration that he 
does not hear the approach of those who have entered the 
room until a gentle masculine voice has spoken and the 
visitor is presented to the Brother Rector and Superin- 
tendent. These holy, gracious men found time in their 
busy day to conduct us through the hospital, untiring in 
their efforts to give the visitor the full benefit of inspect- 
ing the many advantages that the hospital affords. 

Going to the end of the corridor and turning to the 
left we entered the wards, well lighted and well fur- 
nished. The patients all looked so happy. It was visitor’s 
day and everyone seemed to have a guest. Just across the 
corridor from the ward is a great length of windows 
which serve the purpose of a sunroom for the patients 
where they may be wheeled out when able to be up. 
There is a patient’s garden just outside this room where 
the patients may go when the weather is fine and enjoy 
sitting out under the trees. It has a parklike inclosure 
with blooming flowers, a green stretch of lawn, and leafy 
shrubbery. 


HOSPITAL PROGRESS 


One of the great attractions is the physical-thera 
department. In order to assist the patient in obtaining 
speedy a recovery as possible, and relieve suffering, + 
Brothers have installed a very extensive physical-ther: 
department. It is their aim, not only to have moc 
facilities throughout the hospital in general, but als 
the various special departments where the patients 
all times, can receive the best of treatment. 

It was with this viewpoint that a complete hy 
therapy department was installed at the time this } 
pital was erected. At a later date, a physical-the: 
division was added. In the past, hydrotherapy and n 
sage played a great part in the medical profession. 
day, the effect of hydrotherapy is more appreciated, 
account of the valuable properties that water has 
found to possess, 

Among the Balneo-therapy group, we find the car! 
ic-acid baths. These are water baths, in which carbo 
acid has been introduced. They are also called Nauli 
baths, as the springs of Nauheim, Germany, contain 
chemical compound from natural sources. These b 
are-ver\ beneficial for patients suffering from disor 
of the heart and blood circulation. 

Electric baths are beneficial for patients suffer 
from nerve paralysis, neuritis, and rheumatic conditio 
they are also a great tonic for inactive muscles 
nerves. Steam baths and electric-light baths are gi 
with much success in many cases. Diathermy, ultra-vio 
ray or artificial sunlight, and infra-red rays prove v 
beneficial in many cases. 

\nother new feature in this department is the s 
called whirlpool bath, which is of great value in physi: 
therapy, especially in cases where an arm or leg has be: 
excluded (due to cast or splint ) from all outside stin 
lation and the skin has naturally lost its tone. Thro 
the whirlpool, the functions of the skin are quickly 
stored ; with very few treatments, the normal circulati 
in the tissues takes place and a healthy color returns. 

An outline of the treatments administered in the } 
drotherapy and physical-therapy departments may 
Common tub bath, Sitz bat 
Nauheim bat 
oxygen bath, pin-needle bath, whirlpool bath, elect 


summarized as follows: 


half bath, stream showers, carbonie or 


bath with galvanie and faradic current, steam cabii 
hath, electric-light cabinet bath. Electro and light tl 
apy: diathermy, d’Arsonvalisation, galvanisation, 
faradisation, infra-red lamps, ultra-violet rays, kroma 
lamp, infra-red baker, vibratone, and massage. 

This department is equipped to take care of hosp! 
patients, as well as outpatients of physicians whose } 
tients require treatment of this description. The depa 
ment is open mornings from eight to twelve, and in 1 
afternoon from one-thirty until five o’clock. In addit 
to this wonderfully equipped physical-therapy dep: 
ment, is the X-ray department adjoining. 

The drugroom is so arranged that there is an outs 
entrance where the poor may come and have drugs ¢ 
pensed to them. 

The boiler room was especially fascinating and t 
explanation that the Brother in charge gave was extren 
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nteresting. He is able to know by certain dials that 
on the wall every fuel-consuming activity that is 
ng on in the hospital. From this plant are made the 
ctricity, ice, and steam pressure for laundry and cook- 
«. His method of record keeping is so efficient that, if 
were to be taken away, his successor could perform 
tly the same motions that he performs by studying 
ese records for a short time. 
In the tool room adjoining the boiler room is shown a 
reful system of caring for tools. Along the walls are 
ng every kind of article that a man needs in his me- 
nical labors in a large institution. An outline of each 
ol is painted in black, a line running around the in- 
rument to outline its exact shape and size. For instance, 
ere might be two hammers exactly alike only that one 
immer might have a longer handle than the other. The 
agram shows which hammer is missing and a search 
: at once made for the missing tool, and this idea is con- 
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tinued throughout so that expensive equipment does not 
become lost and is always kept in its place. This method 
of caring for equipment saves a great waste from loss 
which usually takes place in any institution. The floors 
of the boiler room and also the equipment room are of 


- attractive colored tiles. 


There are large, well-equipped and well-lighted class- 
rooms, recreation rooms, and lecture rooms. 

The kitchen has a specially built ventilating system. 
The floor is of snow-white tile. Great steam kettles and 
pressure cookers are beautifully polished. Every kind of 
modern, up-to-date equipment that makes for efficiency 
and service is here. Convenient to those who must do the 
work, are a number of cooling rooms, meat refrigerators, 
vegetable rooms, and fruit rooms. There is a butter room 
and the butter was ready for the day’s use and was 
formed like a huge golden rose placed upon a plate. Then 
the patient’s butter service resembled tiny roses done in 
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A GROUP OF CHICAGO CATHOLIC HOSPITALS 


. Mary of Nazareth Hospital. 
. Anne’s Lake (Park View). 
7. Mother Cabrini Memorial Hospital. 


2. Loyola University School of Medicine (Laboratory Building). 3. 
5. St. Anne’s Hospital. 


Mercy Hospital. 
6. St. Anne’s Hospital Nurses’ Home. 
8. Columbus Hospital. 
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the same form. Nothing else is ever placed in the butter 
room which is kept at a certain temperature so as to 
keep the butter fresh and in its molded form. 

The community’s dining room has beautifuily deco- 
rated walls. On the wall, at the end of the room, is 
painted a reproduction of DeVinci’s Last Supper. Two 
long tables are at each side and one feels almost as 
though he were in a chapel. There are a visitor’s dining 
room and a doctor’s dining room which can be thrown 
open and made into one long room for any occasion. 

Our visit ended at the luncheon hour and we were 
asked to take refreshments. The food was delicious, well 
cooked, and well served . 

There is a spirit of hospitality throughout the institu- 
tion. Everything is immaculate. A fine sense of system 
and efficiency prevails. All the work in the hospital is 
done by the Brothers. There are Brothers who even make 
and repair mattresses. Every room is completely reno- 
vated during the year, and although the building is more 
than thirty years old, it is in a wonderful state of preser- 
vation, because of the care given it. The pine wood floors 
of the patients’ rooms are still beautiful. Throughout the 
hospital there is a touch of art which shows a love and 
appreciation of “beauty in the hospital.” It would be a 
revelation and encouragement to the Sister-nurses to 
visit the Brother-nurses. 

HOLY CROSS HOSPITAL 
6900 Marquette Road 

With the opening of Holy Cross Hospital toward the 
end of December, one of the cherished aspirations of the 
Catholic Lithuanians of Chicago took its place among 
the many institutions of mercy in the city. 

Some deviation from the ordinary plans of a hospital 
are apparent in the present building; this is due to the 
fact that the building is planned eventually for a nurses’ 
home when the hospital proper will be erected on an ad- 
jacent plot of ground. 

Nothing has been omitted to make Holy Cross Hos- 
pital a place of beauty and Christian service. From the 
solariums the convalescent may look out upon the silvery 
lagoons of Marquette Park and upon the beautiful Chi- 
cago sunsets. The generous space about the buildings 





STUDY ROOM 
. MARY OF NAZARETH HOSPITAL, CHICAGO, ILL. 
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JOHN B. MURPHY MEMORIAL HOSPITAL, CHICAGO, ILL 
permits an artistic disposition of trees, shrubbery, a: 
flower beds. The interior decorations are elegant, vari: 
and harmonious. 

MURPHY MEMORIAL HOSPITAL 
620 Belmont Avenue 

This hospital, one of the oldest in Chicago, erected 
the memory of the late John B. Murphy, has always be: 
one of the outstanding hospitals of the city. It has recent 
ly been taken over by. the Sisters of Mercy and is 3x 
directed by them. 

One floor is exclusively devoted to obstetrical service. 
The diet system is of the central-service type and ever 
thing is well equipped. The Sisters will welcome an 
visitors and will show them any department in whic! 
they may be interested. 


METHOD DEVISED TO MEASURE X-RAY 


The Department of Commerce announced March 16 t 
development of a precise method of measuring the unit « 
X-ray dosage. Since the success of X-ray treatment is d 
pendent upon the accurate control of the dosage given 1 
the patient this will prove extremely useful. 

The Bureau of Standards has studied the methods « 
measurement now in use, employing an accurately cor 
trolled direct current voltage of the X-ray tube. The san 
equipment was used in trying out each method thus eli: 
inating instrumental errors. Sources of error present in t 
different methods were discovered and their probable val 
determined. 

It was found possible to duplicate the differences reco: 
ed in Behnken’s and Gasser’s determination both in ma 
nitude and direction. A forthcoming number of the Bur 
of Standards Journal of Research will issue a full rep 
on this work including complete description of the B 
reau’s equipment for the standard measurement of Roer 


gen dosages. 


A Modern Version 
Maud Muller on a Summer’s day 
Was very busy raking hay 
The judge gave Maud a passing glance. 
He had hay fever—no romance. 
—The Catholic Northwest Progress. 


They Were Not Prescribed 


Doctor: Has the patient had any lucid intervals? 
Nurse: No, doctor, he hasn’t had a thing but what y 
ordered. 











A HOSPITAL is the most complicated building an 
chitect has to plan and design. It covers every branch 
| division of planning and engineering, structural as 
ll as mechanical. It is necessary for an architect to be 


| versed in the management and operation of a hos- 
tal technically as well as practically, in order to be able 
coordinate the many different departments, and to 
ke care of the intricate details necessary for these 
fferent subdivisions. It is therefore very important that 
e architect selected to design your hospital should be 
roughly familiar with this work ; personal favoritism 
ust be ignored. 
The Architect 

The architect should be a recognized practitioner of 
od standing and with considerable hospital experience. 
for local reasons an architect not experienced in hos- 
tal work must be employed, it is very important that 

e be assisted by an associate architect having such ex- 
erience, or that a consultant hospital architect be em- 
loyed as advisory. It is thought by many that the proper 
ay to select an architect is by competition. This is most 
nsatisfactory. Select your architect on account of his 
ibility and the confidence you place in him and work 
uit your problem with him. 

When contemplating the construction of a hospital, 
ifter all legal steps for the organization have been com- 
leted and a superintendent selected, the first step should 

be the selection of the architect, who should be consulted 
s to the requirements of your particular proposition and 
n the selection of the site. Having the architect to advise 

with at the very beginning of the development of your 
nstitution will undoubtedly save a great deal of time 
nd avoid serious errors which might be difficult to cor- 
ect later on. 

While on the subject of the architect, it might be well 
) say something about architectural practice, terms and 
1ethods of employment, and the services rendered by 
im, and of the ethics and procedure of the architectural 
rofession and the building trades. 

The architect’s fee is generally based upon a percent- 
ge on the total cost of the building. Sometimes a con- 
ract is made paying the architect a fixed fee and all costs 
mnected with preparing the plans, specification, and 
pervision. When it is necessary to employ special en- 
neers to do certain parts of the work, the owner in any 
se pays for this service. With reference to supervision 

d superintendence during construction, it is very im- 

rtant to secure the services of a competent clerk of the 
rks. The architect will endeavor to guard the owner 

inst defects and deficiencies in the work of contrac- 

s, but he does not guarantee the performance of their 

tracts. The supervision of an architect is to be dis- 
uished from the continuous personal superintendence 
clerk of the works. 


ead at the 13th Annual Convention of the C. H. A. at Cincinnati, 
0 June 18-22, 1928. 


Planning Your Hospital From Within’ 


Gustave W. Drach, Architect, Cincinnati, Ohio 
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If, after a definite scheme has been approved, the 
owner makes a decision which for its proper execution 
involves extra services and expense for changes in or 
additions to the drawings, specifications, or other docu- 
ments; or if a contract be let by cost of labor and ma- 
terial plus a percentage or fixed sum; or if the architect 
is put to labor expense by delays caused by the owner or 
a contractor, or by delinquency or insolvency of either, 
or as a result of damage by fire, he must be equitably 
paid for such extra service and expense. If the work for 
some reason should be abandoned or suspended, the 
architect shall be paid in proportion to the services he 
has rendered. 

Payments to the architect should be made as follows: 
Twenty per cent of the basic rate, computed upon a rea- 
sonable estimated cost, upon completion of preliminary 
studies, 40 per cent upon completion of specifications and 
general working drawings (exclusive of details), the bal- 
ance to be paid from time to time in proportion to the 
services rendered by the architect. The above applies 
only when the contract with the architect is based upon a 
percentage of the cost of the building. 

When so desired by the architects, the owner is ex- 
pected to furnish him with a satisfactory survey of the 
building site, giving street lines and adjoining property 
lines, all necessary levels, location of water, gas, sewer, 
and electric lines. The owner is also to pay for borings 
or test pits and for chemical, mechanical, or other tests 
when required. 

The architect when requested will make preliminary 
estimates on the cost of the work, but no such estimate 
can be regarded as other than an approximation. 

The architect’s services consist of the necessary con- 
ferences, the preparation of preliminary studies, working 
drawings and specifications, large-scale and full-size de- 
tail drawings, the drafting of forms of proposals and con- 
tracts, the issuance of certificates of payments, the keep- 
ing of accounts, the general administration of the busi- 
ness, and supervision of the work. 

This gives a general idea of architectural practice. The 
\merican Institute of Architects has published a series 
of documents explaining the general practice of archi- 
tects more in detail, and I would suggest that those who 
are interested make a careful study of them. They give 
a lot of information of which the average layman is quite 
ignorant and by having this knowledge he will avoid 
errors and misunderstandings. 

Having emploved the architect, the general character 
of the hospital must be decided upon. Each hospital is 
an individual problem and that this may be properly 
solved it will be necessary to make a survey of the gen- 
eral hospital requirements, taking into consideration the 
general population, the character of the people, the char- 
acter of employment, the manner of living, housing 


congestion, ete. 
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The Site ; 
The next important matter and one calling for the 


most careful consideration is the selection of a site. The 
grounds must be sufficiently large to give ample space 
for air and light, in order to have sunlight in every room 
at some time during the day. Courts and light wells 
should be avoided. The question of thorough drainage 
is also not to be overlooked when selecting a site. Acces- 
sibility is another important factor. A hospital should be 
so located that it is of easy access from any point in the 
city, especially for emergency cases. 

The building should be planned to give the administra- 
tion a central location: this will result in a great saving 
of time and energy and will give better service. Provision 
should also be made for a separate entrance at the side 
or rear for ambulance, supply trucks, and such other 
vehicular traffic as would be objectionable in the front of 
the building. Proper accommodations must be made here 
for the examination of patients. An elevator of sufficient 
size to accommodate a bed or stretcher should be pro- 
vided for near the entrance receiving patients and so 
located that it is also convenient to the wards, the 
operating rooms, and to the physical-therapy pavilion on 
the roof, if one is contemplated. A receiving room for 
supplies and parcels should also be close to this entrance 
with proper storerooms for the storage of the various 
supplies required. The public halls, stairs, and elevators 
should be so located as to be com eniently close to the ad- 
ministrative department and to the wards, and should be 
inclosed with fireproof walls or partitions and provided 
with fireproof doors, thereby reducing fire risk and elim- 
inating traffic noises from the wards. If this central hall 
leads to cross halls, then the wards should be cut off from 
the cross halls with fireproof doors. 

General Plans 

In addition to the general administrative offices, there 
must be an information desk, waiting room, consultation 
rooms, a room for the physicians provided with accom- 
modations for hats, coats, ete., an office for the head 
nurse, and public toilet rooms for men and women. If 
the hospital is built in the South or where there is a 
large colored population, separate waiting rooms must 
be provided for colored people and separate service ar- 
ranged throughout for them. The hospital must be so 
planned that the different services are conveniently lo- 
cated with relation to each other, the medical, surgical, 
urological, dermatological, neurological, orthopedic, ma- 
ternity, children’s wards, occupational therapy, outpa- 
tient clinics and other departments provided for in 
special cases. 

Open wards should be planned for not more than eight 
beds and should have about 1,200 cubic feet per person. 
They should be designed so that the beds can be placed 
where the light will not shine into the patient’s eves. 

The toilet rooms should connect directly with the 
wards to avoid passing through halls or corridors and 
should have outside light and ventilation. The bathroom 
can adjoin the toilet room and be connected with it. 


Several small individual rooms for patients must be pro- 
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vided for, close to the ward for isolation purjx 
Nurses’ stations should be located near the entranc 
each ward. 

Diet kitchens must be of ample size to accommo 
the service and so located as to be of easy access to - 
main kitchen and to the wards or private rooms the: 
avoiding unnecessary steps. 

Proper provision must be made for storing cloth: 
patients either adjoining each ward or near the recei 
entrance. Where there are private patients, the pr 
rooms are to have closets. Rooms for linens, blan 
and supplies, bandage and rubbish disposal, slop si 
mops, brooms, bedpans, small sterilizers, etc., just 
side the wards must not be forgotten. A workroo1 
utility room for nurses for each ward is also very n« 
sary. Closets or storeroom should be provided for 
storage of wheel chairs, stretchers, and extra furnitu 
flower room is also desirable. 

Where a number of private rooms are arranged fo 
would be well to have some with private baths. All sh 
have lavatories with hot and cold water and toilets. 
toilets of private rooms ought to be fitted with a s; 
for washing bedpans and a cabinet for storing bedpan: 

Each ward should have a solarium, open on three s 
inclosed with sash to make it possible to either ope! 
close the solarium. It should be heated in cold weat 
It must be ‘of sufficient size to accommodate a num) 
beds, depending upon the capacity of the ward. 
solarium in a ward containing only private rooms 
readily converted into a very desirable day room for « 
valescent patients. 

\ few words might be said here about ceiling hei 
There has been considerable discussion recently on 
very important subject. We, of course, know that « 
foot added to the height of a building increases the 
in proportion to the amount of materials and labo 
quired for the additional height added. It also req 
additional fuel for heating. Many other factors ent: 
deciding upon the height of ceilings in a hospitai. 

First of all, each patient shall be provided with 1 
cubie feet of air space. When wards are on a floo 
ceilings naturally must be higher to get the requir 
space per person. This generally fixes the height of 
particular floor, it not being practicable to reduc 
ing heights of individual rooms on the same floo: 
the wards. Then there are questions of ventilation 1 
considered. In hospitals where ceilings are not too 
the ventilation is much better than it would be othe: 
Then there are other matters to be considered, su: 
furrings for pipe spaces, ventilating ducts, ete., a1 
savings made by reducing story heights may be 
than lost in other ways. 

If a physical-therapy pavilion or root garden Is 
vided, it should be arranged so that part of it is 
over and can be inclosed with glass doors or case! 
windows, or remain open as weather conditions 
demand. Provision must also be made for toilets 


lavatories and a small serving kitchen. At least one 





5] 
_and throat operating room. A plaster room is also 
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of sufficient size to take a bed must be run up to 


oot garden. 


he operating rooms should have north light, should 


rovided with instrument and supply cabinets set 


| with the wall, and should be directly connected with 


izing and scrub-up rooms. There should also be 
thetizing rooms and recovery rooms, a nurses’ work- 
for the 


in charge. Smaller operating rooms are designed 


for making bandages, etc., also a room 


pecial work, such as a cystoscopic, and an eye, ear, 


ssarv in connection with orthopedic work. The floors 


walls should be of some impervious material, prefer- 
tile of a vitreous nature. It has been customary to 


white tile, but colored tile of a pale green or light- 


shade have proved very satisfactory. These shades 
very soft and do not produce the glare caused by 


e tile. A small laboratory also is very desirable in 


nection with the operating rooms. 


the operating pavilion there must be a locker room, 
up room, showers, toilets, and dressing room and 


ig room for the surgeons. 


maternity ward should be isolated from other 


ts of the hospital. A separate pavilion or building is 


ry 


desirable. In planning a maternity ward, the de- 


room, nursery, and clean-up rooms should be sep- 


ted from the open ward or private rooms to eliminate 


re should be a large pathological laboratory, a 


| one for special work, and a record room. In some 


s, research laboratories are provided for. The X-ray 


could be placed in a wing with these laboratories 
its record rooms, locker, toilet and bathrooms for 


physicians and the drug room for which a location 


st be chosen central yet sufficiently isolated from the 


ls. Provision should be made for staples which will 


n control of the night superintendent after the drug 


m is closed. 


(he kitchen must be centrally located and in close 


c<imity to the elevators or carriers leading to the diet 


hens and close to the storerooms from which supplies 


lrawn. It should have direct access to the outside 


o a hall leading to the outside, be well lighted and 


ited, have impervious floors with drains and walls 
ne hard, smooth material or painted with enamel 
t which is easy to clean. 
ning rooms must be provided for the nurses, doc- 
nd interns, guests, housemen, maids, ete. Living 
ers must be provided for the superintendent, in- 
and nurses, the location and accommodation de- 
ig upon the size of the plant. The interns should 
library or living room connected with their 
ers. The nurses should have a large study room, a 
itchen for lectures, and demonstration rooms, a 
isium and ample living rooms and reading rooms 
can also be used for entertainments. A separate 
ng for a nurses’ home is the ideal solution for their 
modation. Provision must also be made for locker 
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rooms and washrooms for graduate special nurses, both 
male and female. It is also necessary to arrange for a 
room for the storage of trunks for nurses, interns and 
others. 

An assembly room especially in large institutions is 
very necessary. Its uses are many; lectures can be given 
here, entertainments for convalescent patients and 
nurses, for staff meetings, board meetings, and many 
others. The morgue, with postmortem room adjoining, 
should be located in the rear accessible from the outside. 
Large hospitals are also provided with outpatient clinics. 

In Catholic hospitals, as well as in other denomina 
tional hospitals, it is necessary to provide for a convent 
or house for the Sisters. a chapel, and community rooms. 
These should be in a central location and the chapel Ké 
arranged that it is of easy access to convalescent patients 
and the living quarters of the Sisters. These living quar 
ters should be located with a view to privacy and yet 
within easy reach of any part of the building. 

In Catholic hospitals of considerable size, quarters jor 
a chaplain must also be provided, consisting at least of a 
library, bedroom and bath, and if possible a guest room. 
This should be located close to the « hapel and away irom 
wards and hospital work. The arrangement of the chapel, 
convent, community room, and chaplain’s quarters at thi 
Good Samaritan Hospital in Cincinnati is quite ideal, 
and I would suggest a study of this arrangement to any 
one interested. 

t] 


In a large institution, it is most desirable to have the 


power plant in a separate building connected with the 
main building by means of a tunnel. This building can 
also contain the laundry, carpenter shop, paint shop, 
large sterilizer for mattresses and other large articles, 
and perhaps rooms for outside help. 

In designing the exterior of a hospital, a style should 
be adopted to enable the architect to produce a simple 
and dignified building. 

This, I 


going into any minute detail the fundamental require 


think, vives in a rather broad way 


ments in planning a hospital. 


The Construction 
Now as to the construction. To m\ mind every hospi 
be 


venient exits, the different units separated from main 


tal should fireproof with ample provision for cor 

corridors, stair and elevator halls by fireproof walls and 
doors and all stairs and elevators placed within fireproof 
walls or partitions. The floor construction, walls and par 
titions, are to be of a type not only fireproof but also 
soundproof and verminproof. The interior finish should 
be very simple, woodwork eliminated wherever possible: 

door and W indow casings avoided, doors Lo be solid with 
out panels or moldings. The severity of the plain su 

face may be reduced some by the introduction of a nat 

row flush inlay of a lighter or darker color than the 
woodwork, giving the effect of a large panel. The doors 
should be hung in such a manner and provided with 
hardware to fit close and avoid slamming and noise when 
opening or closing them. They also should be of sufficient 


size to allow passing a bed through the opening. The use 
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of transoms over doors and windows has become a mooted 
question. They have many disadvantages. They are ex- 
pensive, difficult to handle and to keep in good repair. In 
private rooms ventilators can be inserted in the doors 
and ventilation secured direct from the windows. Wards 
are supplied with artificial ventilation. The window sills 
should be of marble, the walls plastered with hard plas- 
ter, all angles rounded and painted with enamel paint 
of some pleasing color to give a warm homelike effect and 
harmonize with the furniture. 

The floors have been a debated question for many years 
and one which has not vet been settled satisfactorily. 
The floors should be of a material which is nonabsorbent, 
have sufficient resiliency to make them easy to walk on 
and save the arches of the nurses, and be noiseless. One 
of the most satisfactory solutions of this very vexing 
problem has been the use of terrazzo with a sanitary base, 
the terrazzo extending several feet from the wall, depend- 
ing upon the width of the corridor or the ward, with a 
tile floor of one of the cork preparations in the center 
which has the traffic, and laid flush with the terrazzo. 
Linotile and various makes of rubber tile have given 
good results. Linoleum, a less expensive material, has 
also been fairly satisfactory. 

Vitreous tile for floors and glazed tile for walls of 
bathrooms and toilets have probably given the best re- 
sults, although terrazzo for this purpose has proved quite 
satisfactory In many places. Rubber tile has been very 
satisfactory, especially in laboratories, X-ray rooms, and 
for general use. 

Plumbing fixtures should be carefully selected and be 
of such a type that all parts are easily accessible and easi- 
lv cleaned; wall hung, if possible. All supply lines are to 
be of such proportions as to vive ample flow and be of 
brass. Waste and soil line and drains should be of suffi- 
cient size to do the work for which they are intended, 
thereby eliminating stoppage. Enough cleanouts must be 
provided for emergencies. All pipe connections should 
come through the walls above the base and not through 
the floors. Bathtubs should be set directly upon the floor 
with no space under them and so placed to give sufficient 
space all around the tub for nurses to handle the patient. 
Some of the tubs should be arranged for continuous 
baths. 

Lights should be so located as not to annoy the pa- 
tients and lighting fixtures installed to avoid glare. The 
lights in operating rooms ought to be equipped with 
double electric service, so that in case a fuse blows on one 
line the other line will continue to do duty. Sufficient 
hase plugs must be provided for local lighting for each 
hed for the use of the physician as well as the patient. 
The lighting system must be sufficiently elastic to be 
able to control the lights singly or in series from separate 
switchboards. 

Silent signal systems must connect from the nurses’ 
station to each bed. Telephones connecting the different 
departments of the hospital and with the outside are to 
be provided in each nurses’ station. It is also desirable to 


arrange for telephone in some of the private rooms. An 
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electric signal call for doctors and superintendent sho 
be placed on each floor. 

Arrangements for a doctor’s register should be n 
at the information desk. Electric registers are freque: 
used in large institutions. 

A very careful study must be made of the heating 
ventilating, lighting and electrical equipment. A cor 
tent mechanical engineer should have charge of this 
important branch of the work, especially in large ins 
lations, and a competent man emploved to operate 
plant after it has been installed. All radiators shou 
of a type that can be set up high enough fron 
floor, hung to the wall, and so designed to be able to 
at all parts very easily for cleaning, and protecte: 
avoid accidental burning of patients. Risers shoul 
concealed, if possible, and long horizontal lines to 1 
tors in wards, rooms, and corridors eliminated. It is 
essential that all risers are accessible in case of a 
or other accident. 

The method of ventilating depends largely upon co 
tions. All toilet rooms, bathrooms, wards, and kit 
ought to be supplied with fresh-air inlets and air 
hausts. The halls and corridors should have exha 
Private rooms may be ventilated locally. 

I shall not attempt to go into the equipment and 
nishings of a hospital, since this covers such a wide s 
of detail; and since equipment and furnishings 
changed and improved so rapidly that many things w 
we think are perfect when starting to build are obs¢ 
and antiquated when the building is ready for eq 
ment. These matters should be left to the architect 
must necessarily be familiar with the details of the 
ous appliances as he must bring Water, gas, and st 
lines, drains, and electrical connections to all the fix 
which must be previded for and properly installe: 
ing construction. The furnishing and decoration sli 
also be in the hands of the architect so that the 
harmonize with the general design. 

The details and equipment for kitchens, cafeteria » 
ice, diet kitchens, utility rooms, and operating r 
involve special study for each hospital built. 

The Contractor 
After months of study and thought and many « 


ferences with the superintendent, heads of departm: 
physicians and surgeons, hospital-supply experts and 
gineers, and after having examined and tested multit 
nous kinds of materials, new and old, which have 

submitted as the best and only article to be used for 
special purpose in this particular hospital, the arc] 

has completed the plans and specifications and is 1 
to arrange to let contracts for construction. 

There are different methods of procedure in obta 
bids and letting contracts. If a public institution, 
necessary to advertise publicly for bids. The adve 
ment must give a carefully made estimate of the cost 
the bids must come within this estimate. All bids } 
be received at a fixed date and opened publicly on 


date and time and the contract awarded to the lo 


and best bidder. A bid form must be prepared and 
bids must be made out on this form and must be ac 











uied by a bond the amount of which is generally fixed 
statute. The bond is fer the purpose of protecting the 
te against any damage or expense it may be put to 
ase the contractor to whom the award is made refuses 
enter into the contract. 
In private work a number of contractors are invited to 
| and then the procedure should be the same as with 
blic work. No contractor should be invited who is not 
oroughly competent and financially responsible and the 
ard should then be made to the lowest bidder. 
\t times it may be desirable not to take competitive 
ls, but to select a contractor, making the contract on 
ISIS OL Cost plus a fixed fee, the price to be guaranteed 
dl any Say ings to go to the owner. 
Having decided upon the contractor who is to con- 
ruct the building, a contract must be drawn giving all 
e conditions for executing the work imposed upon 
er and contractor and architect, such as payments 
ide to the contractor, rejection of faulty work or ma- 
rials, changes made in plans or details, time of com- 
etion and final acceptance, 
Included in the documents of the American Institute 
Architects are standard forms of such contracts and 
wuds which are in general use. As the plans and specifi- 
itions are a part of the contract, these should also be 
signed by the owner and contractor. 
\fter the contracts have been properly executed, we 
re ready to obtain building permits, street and water 
ermits and such other permits as may be required by 
statute or ordinance and proceed with the work of con- 
struction. It is also important to prepare a progress 


schedule which should be delivered to each subcontractor 
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and materialman in order to have material and installa- 
tion of same in such time to avoid delays to other con- 
tractors. It is extremely) important that there should be 
closest cooperation between the owner, architect, and the 
different contractors to get the best results: if such is not 
the case, endless delays, dissatisfaction, and sometimes 
failures in execution of the operation will result. 

No orders or instructions should be given by the owne! 
to the contractor or his men except through the archi- 
tect, and these should be in writing. The clerk of th: 
works should keep daily records of materials delivered 
and work completed and make weekly reports of mater- 
lals delivered and work completed. It is important io 
have these records in making vouchers for payments and 
in settling controversies which may arise at some later 
date. He must also keep an accurate record of changes 
which may be ordered and charges and credits caused )y 
these changes. 

Another very important point which must be give 
close attention is the question of liens. The lien laws o 
various states differ so much that it is impessible to go 
into the details of how to protect against liens. The only 
safeguard is to study the law of the particular state jn 
which the building is being erected and not to make any 


payments to the contractors until all necessary safe- 


guards against liens as required by the statutes are com- 
plied with. 

Great care should be given in going over the building 
before it is finally accepted to see that all the work has 
been properly executed and then a guarantee received 
the make good any defects which 


from contractor to 


might develop in a reasonable time. 
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UNIVERSITY OF CHICAGO MEDICAL BUILDING AND HOSPITAL 
Coolidge & Hodgdon, Architects. 











Laacive one of the most beautiful parks in the 
world, abounding in flowers, trees, and bushes of lux- 
uriant foliage, rolling stretches of velvet lawn, shady 
bowers, and winding walks—dotted here and there with 
spacious buildings of pleasing architecture and harmo- 
nius design. Such is the setting of the Municipal Tuber- 
culosis Sanitarium of Chicago, the largest and most 
eflicient institution of its kind in the world. Set down 
in the midst of beautiful natural surroundings, manned 
by one of the most effective medical and surgical staffs 
in America, generously supported by Chicago’s appre- 
ciative 3,000,000 people, the Sanitarium is ideally lo- 
cated and equipped for carrying on its remarkably suc- 
cessful battle against the greatest plague mankind has 
known. The breezes that sweep across it from Lake Mich- 
igan and from the rolling prairies of northern Illinois 
furnish the invigorating air needed for tuberculosis 
treatment and prevention. 

Every visitor to the Fourteenth Annual Conference of 
the Catholic Hospital Association of the United States 
and Canada should plan to visit this incomparable insti- 
tution and see its marvelous workings. Every delegate 
and visitor to the Conference, would be received as an 
honored guest by the Sanitarium and would be given the 
freest rein in studying and examining its every depart- 
ment and activity. 

Before we proceed further into the presentation of a 
few of the high lights of the Sanitarium, let instructions 
be given as to where it is located and how to reach it. It 
comprises 160 acres of land within the city of Chicago, 
situated at North Crawford and 
Its number is 5601 Crawford Avenue. Transfer on north- 
hound Crawford Avenue car to end of line. The Sani- 
tarium entrance is about 100 yards further on and to 
the right. Automobiles should take Sheridan Road north 
to Diversey Boulevard, west on Diversey to Elston Ave- 


3ryn Mawr Avenues. 


nue, northwest on Elston to Crawford Avenue, and north 
on Crawford to the Sanitarium. 

The Chicago Municipal Tuberculosis Sanitarium 
consists of the Sanitarium proper, eight dispensaries, 
and other municipal activities in the fight against tuber- 
culosis. It is supported by a special tax. Its organization 
is under the control of a board of directors of three mem- 
bers appointed by the mayor. The present members, ap- 
pointed by Mayor Dever, are John J. Collins, president, 
James A. Britton, M.D., secretary, and Herman N. Bund- 
esen, M.D. Subject to the rules of the board, the entire 
management of the Sanitarium is in charge of the gen- 
eral superintendent, John F. Berry. During the adminis- 
tration of Mayor Dever and the present board members 
and general superintendent appointed by him, many 
notable improvements have been made. The sanitarium 
itself has a capacity of 950 beds, of which 200 are for 
children. There are elaborate medical and laboratory de- 
partments. There are also separate infirmaries for men 


und women, open-air cottages and an administration 
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building, summer tent colonies for undernourished chil- 
dren, greenhouses, and a theater where regular programs 
are given. Some of the special features maintained by 
the Sanitarium are: Educational system—kindergarten, 
elementary, high, and vocational schools; summer tent 
colony for children predisposed to tuberculosis ; the spe 
cial lying-in department for tuberculous mothers; nur- 
sery for infants of tuberculous mothers; recreational de- 
partments; semiweekly entertainments, baseball games, 
band concerts, etc. In addition there are, of course, the 
usual other departments for carrying on the work of an 
institution of this kind; namely, the steward’s depart 
ment, the farm and gardens, buildings and grounds. 
housekeeping, ete. 

The dispensary department consists of eight tubereu 
losis dispensaries located in different sections of the city, 
in charge of specially trained physicians and nurses. 
There are ten full-time and eleven part-time dispensar\ 
physicians, eight head nurses and 142 field nurses. The 
Sanitarium also maintains a corps of fifty school tuber 
culosis physicians and 50 school tuberculosis nurses to 
conserve the health of the school children. School chil 
dren are greatly benefited by the dental clinics, where on 
the average of 160,000 free dental operations are pet 
formed each year. 

A visitor to the Sanitarium will want first to see the 
administration building, where attractive offices and re 
ception rooms give the incoming patient a pleasant im 
pression of his new temporary residence. Courtesy is the 
unfailing rule throughout the Sanitarium, and the vis- 
itor will feel a weleome similar to that which he receives 
Next 
journey through the infirmaries, medical 
dining hall, theater, and the other numerous structures 
required for such a vast work. The visit will not be com- 


in the home of his closest friend. will come the 


buildings, 


plete without a tour of the chicken farm, the green 
houses, and the interesting animal quarters where hun 
dreds of white rabbits and guinea pigs are kept for ex 
perimentation. If the weather is inclement, a complete 
tour of the Sanitarium can be made through an unde 
ground tunnel connecting all the buildings. Then ther 
should be a stroll through the grounds, a period of rest 
under the trees and perhaps a turn at some of the various 
recreational facilities provided. 

It is impossible here to tell the story of the wonderful! 
equipment and service rendered by the Sanitarium. 
Everything is of the highest order. Only the richest and 
purest milk is served. Only two or three hotels and one 
or two hospitals receive the quality of meat which ihe 
Sanitarium requires for its patients. The citizens of Chi 
cago invest approximately $2,000,000 a year in the Sani 
tarium and its multifarious activities. But they consider 
they are getting ample returns on the investment. It has 
resulted in the cutting of the death rate from the white 
plague 50 per cent in the past ten years. It has made 
Chicago the healthiest city in the world from the stand 
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MUNICIPAL TUBERCULOS 
One of the 16 Open-Air Cottages 
wint of a low tuberculosis death rate. During the past 
even years, Chicago has held the lowest tuberculosis 
death rate more times than any other city. If the death 
rate of all cities over 500,000 had prevailed in Chicago 
1,107 more persons would have died from tuberculosis 
than actually did. Thus there has been a saving of 58% 


ves for each year during the seven-year period. 


IS SANITARIUM OF 


CHICAGO 

Administration Building 

Every service of the Municipal Tuberculosis Sani 
tarium of Chicago is absolutely free. No discrimination 
is made as regards race, ¢ reed, color, OI condition. It Is 
the contribution of a beneficent people to the relief ol 
suffering and to the banishment of disease. Its wonde1 
workings are open to all who would casually inspect or 
Visitors to the Catholi Hospital \sso 


ce. Welk ome ! 


study in detail. 


‘tation Contere! 


Let’s Go: The Fourteenth Annual Convention of the C.H.A. 


M. R. Kneifl 


Tue Fourteenth Annual Convention of the Catholic 
Hospital Association and the Third Annual Hospital 
(‘linical Congress will be presented within a few days. 
Much time and thought and no little planning have been 
civen to this Convention. The Association officers and 
the Executive Board urge you to the utmost to cooperate 
un the work to which the past six months have been en- 
tirely devoted. 

In previous numbers of Hosprrat Procress and also 
. this number will be found description of the Program, 
he Sisters’ hospitals of Chieago, and the other large 


Medical 


Your attention cannot be focused too strongly on these 


hospitals of this great and Hospital Center. 
actors. They include the primary considerations in 
which you are no doubt most interested. 
The cooperation and interest manifested by Sister 
members are the outstanding features of this year. For 
them, as well as for the hospital world in general, this 
(‘onvention is held. On them and with them, however, 
ests the suecess of the meeting. Sisters, therefore, should 
nterest all others engaged in like work to be present al 
this the Fourteenth gathering of the Association. They 
ill find every feature of the program and exhibit worth 


heir time and effort. 


Thoughtful planning for the proper care of Sister 


lelegates has been going on—-the result of which is that 
ill the Sisters may be properly housed. For the happy 
solution of this matter, we are indebted to the Sisters’ 
hospitals, and other Catholic institutions of Chicago, as 
vell as to the Catholic laymen and women. We wish to 
ssure the Sister delegates that their welfare and comfort 

tile in attendance at the Convention have been our 


rincipal thought. Adequate and very satisfactory 


rrangements have been made. Those who have not yet 


made reservations are hereby kindly requested to do 80 at 
Your 
that 


once, by w riting rene ral office in Chicago. 


acknowledgement Will carry 


Lo oul 
full information on 
pornt. 

In the past numbers of HosprraL Progress, the Ex- 
hibit was explained. You should not miss the Exhibit 
a great deal of knowledge is gained by following the pro 


April 


there are any 


cedure indicated in the number of Hosprrat 


PROGRESS. Besides, things to see some 


of which will no doubt be of more than passing interest 


to you. 

\s the Convention is about to open the prospects ior 
success are very promising and bright. There is no doubt 
about it. The « ooperation of Sister members, local people, 


allied organizations, and exhibitors give us this assur 


ance, lorecasting all that the officers of any association 


could desire for successful conduct of its annual meeting. 


Following this is a complete list of the exhibitors. 


Study this list. In it you will find many of your old ex 


hibitors. and some new ones. 


LIST OF EXHIBITORS 


American Hospital Supply Corp 
Machy. Co 
American Sterilizer Co 

a ae 
Bard-Parker Co Ine 

The Battle Creek Food Co 
Frank S 


Britesun, Ine 


Con P. Curran Printing Co 


American Laundry Denoyer-Geppert Company 
Crane Co 

Geo. 8S. Daugherty Co., In« 
The Denver Chemical Mfg 
Deshell 


Betz Companys De 


Baker Linen Co 
Laboratories, Ine 
Puy Mfg. Co 

The DeVilbiss Co 
Bruck'’s Nurses Ouflitting te Hi. D. Dougherty & Co 
Calumet Tea & Coffee Co The Duriron Co., Ine 
Buck-X-Ograph Co 
Campbell 


Edison Electric 
Refrigerator Ce Evaporated Milk 
Champion Dish Was Finnell System, Ine 
Machine Co J. B. Ford Co 

‘lark The Formica Insulation Co 
‘olson Company The Gendron Wheel Co 
General Laundry 
Clark Co S. Gumpert Co., Ine 
Hallam 


Appliance Co 
Assn 


Linen Company 
Colgate-Palmolive-Peet Co 


A. M 
Continental Chemical Corp 


Machinery Co 


Corporation 








The Heidbrink Corp 
Hill-Rom Company 

The Hobart Mfg. Co 

The Holtzer-Cabot Electric Co 
Horlick’s Malted Milk Corp 
Hospital Import Corp 
Huntington Laboratories, Ine 
Hygienic Fibre Co 

The International Nickel Co. 
Jamieson, Ine 

Jamison Semple Co 

Jarvis & Jarvis, Ine 

Johnson & Johnson 
Johns-Manville Corp 

Oxygen Gas Co 


terms of psychology: 


stimulus. 


Kansas City 

Charles Karr Co 

The Kelley-Koett 

Kellogg Company 

Kny-Scheerer Corp 

I>), Klein & Bro., Ine 

s. C. Lawlor Co 

Lesher-Whitman & Co., Ine 

Lewis Mfg. Co. 
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Meinecke & Company 
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Company 
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B. A. Railton Co 


Mfg. Co., Ine 


mind, our patient! 
Our Conventions 


Enameling 





Reynolds Electric Co 
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FRUITS OF OUR CONVENTIONS 


ST. MARY’S HOSPITAL 
Green Bay, Wis. 


Dear Rev. Father Moulinier: 

Commenting upon the splendid articles con- W.B 
tained in the first Building Number of Hospital 
Progress, my conclusions might be expressed in FP. O. Schoedinger 
“an awakening of 
latent tendencies,’ which only needed the proper 


Before the advent of the Catholic 
Association, who ever heard of doctors, hospital 
superintendents, nurses, architects, and builders, 
all thinking along the same lines! Building for 
the future, building for the various needs, build- 
ing for efficient service, even mindful 
personnel, if we are to give our best to the 
patient! Emphasizing the practical and the aesthe- 
tic, with the thought ever uppermost 


awakening. We have met and exchanged views, 
we have discussed our problems, we have con- 
sulted specialists, who have studied our diff- 
culties and offered helpful suggestions. We have 
carried home with us the 
thinking. This it is that has given us the courage 
to analyse our situations and face them fearlessly. 

This tendency so happily developed must be 
further cultivated and just as we specialize in the 
various branches of the field of nursing and 
hospital work, so should we have building special- 
ists in the hospital field. 

To Mother M. Concordia, Sr. M. Eugenia, Sr. 
M. Rose, Mother Saint Beatrice and many others, 
who are well-known builders, congratulations. 

Sister Marie Im. Conception. Co., Ine 








Rhoads & Company 

Richey Browne & Donald 

Will Ross, Ine. 

Royal Easy Chair Co 

Safety 
Concern 

Saunders Co, 


March 19, 1929. 


Anaesthesia Apparatus 


Scanlan-Morris Company 


the Ad. Seidel & Sons 

John Sexton & Co., 
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Snow-White Garment Mfg. Co 
Ek. R. Squibb & Sons 
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Standard Sanitary Mfg. Co 
Stanley 
Stedman Products Co 
Stickley 
The Studebaker Corp 

The Swartzbaugh Mfg. Co 


Hospital 


Supply Co 


of the 


Bros. Co 


in our Thorner Bros 
Toledo Technical App. Co 
have brought about this Troy Laundry Machinery Co 
U. S. Slicing Machine Co 


Universal Hospital Supply Co 
Vestal Chemical Co 

Vietor X-ray 
Vitaglass Corp 

W. M. Welch Mfg. Co 
Wilmot Castle Co 

The Wilson Rubber Co 
Yawman & Erbe Mfg. Co 
Zimmer Mfg. Co 
Applegate Chemical Co 
The MacMillan Co 


Corp 


habit of reflective 


Henry L. Kaufmann & Co 
Henry Weis Manufacturing Co 
T. Stern 


Patrician Tailored Uniform © 
Presto Chemical Works 

Gift Room 
Trico Art 


Metal Radiator Cove; 











Ix honor of the birthday of Florence Nightingale and 
of National Ilospital Day, the 
ProcRress this month shows a picture of a statue entitled 
“The Lady With the Lamp” which stands in Waterloo 
Place, London. The statue is the work of Mr. A. G. 
Walker, A.R.A. 

National Hospital Day is now being observed by public 


cover of Losprrat 


and private hospitals in all parts of the United States 
and Canada and in some foreign countries. The Mary- 
knoll Sisters at St. Paul’s Hospital, Manila, P. I., re- 
ceived nearly 1,000 visitors on Hospital Day, 1928. The 
purpose ol the day is not directly to collect money for 
hospitals, but to give the public a special opportunity to 
become familiar with what our hospitals are doing for 
its welfare: and a chance to show its appreciation by 
visiting a hospital on that day and taking part in the 
davy’s activities. 

The article entitled “The Light Under the Bushel” 
in the \pril issue of Hosprrar Progress, calls attention 
to a lack of understanding on the part of the public of 
the work Catholic hospitals are doing for their com- 
munities and of the problems calling for solution. The 
writer of the article referred to makes some practical 


su 


rgestions for remedying these conditions. 


( 


\ll of our hospitals may profit by what he says about 


National Hospital Day 


E. W.R. 











publishing reports and dealing with the newspapers. The 


kind of reports referred to are those that tell 


in simple, 
everyday language what the hospital Is doing for the 
community and what the hospital expects the communit) 
to do for it. The announcement of plans for Hospital 
Day, which the local newspapers expect to get from th 
hospitals, affords an excellent opportunity ol giving such 
a report to the public at a time and under circumstances 
when the public is interested, 

The writer of the “The Light Under the Bushel” sug 
gests that the hospital have an advisory board “to serve 
as a connecting link between the religious control of the 
hospital and the civic life of the community.” If it 
should not seem feasible to have a permanent organiza- 
tion of this sort, could not much of the purpose of such 
an organization be achieved by a temporary committee 
of prominent citizens who would assist the hospital 
authorities in planning the observance of Hospital Day 4 

The matter of “Publicity of Hospital Activities and 
Accounts” was treated thoroughly by Rev. Joseph F. 
Higgins, Boulder, Colo., regional director of the Rock 
the C. H. A., in an 
last June. This 


Mountain States Conference of 


address at the Cincinnati convention 


address was published in the August, 1928 issue of 


Hfosprrat Progress. Father Higgins sketches with bold 
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STUDENT 
AND ELIZABETH 


BODY 


SS. MARY HOSPITAL, LOUISVILLE, KY 


strokes the facts of public misunderstanding of our work 
due to a lack of effective publicity. “Fifteen hundred 
millions a vear and practically nothing spent for pub- 
licity,” he says. He suggests some practical means ol 
remedying this situation, chief of which are the proper 
keeping of records and publishing of reports, the ju 
dicious use of the newspapers, and a “Book of Whys” for 
patients. A Father 


rereading of Higgin’s article will 


supply help in arranging a Hospital Day program. 


The President of the United States and the governors 
of the various states are solicited for a public statement 
about Hospital Day. Your hospital can cooperate with 
others in the community in securing the indorsement of 
the mayor of your city. 

Some individual hospitals, in addition to invitations 
through the 


hewspapers, 


have been mailing invitations 
to take part in the exercises of the day. These mas be 
sent to former patients and others likely to be interested. 
this kind, 
New York, 


asked former patients for a frank expression of their 


In connection with a letter of invitation of 


Mary Immaculate Hospital, Jamaica, L. I., 


opinion of the services received while they were in the 

hospital. 
The rcial club or chamber of ¢ “ree of your 
ie Commercial Club or Chamber ol commerce ol youl 


city will gladly assist vour committee in planning activi- 


HOSPITAL DAY, MAY 12, 


1928, ST. EDWARD’S HOSPITAL, NEW ALBANY, 


ties for Hospital Day. Merchants take advantage ol 


occasion for a window display of articles directly or in 


} 


directly related to the care of the sick. Even banks hay 


a window display urging to start a savin 


patrons 


account for emergencies such as paving the hospital bill. 


This is one means of lessening the complaint against 


high cost of hospitalization. 


LEWIS MEMORIAL MATERNITY HOSPITAL 
A Chicago Institution of Genuine Christian Service 
At the quarterly conference of the clergy of the are! 
March 14, Cardinal Mundelein dis 
had in the 
carried 


Lewis, K.S.G. 


diocese of Chieago on 


closed plans that he has mind for 


past tel 


and which will be through the gen 


of Mr. F. J. 


A new 


years out 
erosity 
the care of Catholic 
Chicago is now being planned. The institu 


to be called the Memorial Maternity Hos 
pital in honor of the donor and his family. 


maternity hospital for 
mothers of 


tion is Lewis 


The institution will contain room for 300 patients eacl 
the 


former 


in a private room or, at most, two in the 
sunny parlors of the suites. Through the 


able 


tuated 


erosity ot Mr. Lewis, His Eminence was 
aequire tith the Lakota Hotel, si 
Michigan Ave. at 30th Street. It is a 


building of fireproof brick and ston 


recently 
to on Sout 
modern ten-storn 
construction, wit 
spacious marble corridors and three elevators. 

The staff will consist of the best 
graduate nurses, trained in Catholic hospitals, and a com 
munity of nursing Sisters who will be in charge of thi 
hospital. Two Catholic obstetricians have been secured to 
head the staff. They have been trained especially for this 
the 


ind 


schools ot Eurom n 
Johns Hopkins at Balt 


Lving-in Hospital of New Y: 


There will be a department for pediatrics, so that when 


work in medical 


Vi nna 


Thre 


greatest 


Berlin and also at 


— 
anc the TK 


a mother comes to the hospital her young children (thos¢ 


under ten vears of age) will be cared for in 


Sih ‘* 
quarters 
there, 


at the hospital during the time the mothe 
the father of all ec 


The teeth, tonsils, eves, nose, and throat of the 


thus relieving and worry 
childre: 
will be thoroughly examined and recommendations mad 
for the The pre 


natal « hospital! service, room, nurse, physician, and 


correction of any defects. entire service, 
“ure, 
eare of the small children will be 


This 


Caucasian 


provided for $50 


service 1s open only to Catholic mothers 


or white race. Only mothers whose 


have an income of less than $500 month 


themselves of this service. 


IND 


trained obstetricians, 
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REORGANIZATION 
\n organism and an organization resemble each other 


in more respects than merely in name. If Shakespeare 
could correctly speak of the seven ages of man, so may 
we with equal propriety speak of the seven ages of those 
groups of men which we call organizations. 

At the Cincinnati meeting of the Catholic Hospital 
\ssociation, Father Moulinier stressed the thought in his 
closing remarks that our organization is now passing 
through a period of transition from one age of its exist 
ence to another. If one thought has been prominent in 
the mind of the President of this organization during the 
whole of the last vear it has been this, that Father Mou- 
linier’s remark contained a depth of meaning that few 
perhaps have realized. This thought. as a matter ot tact. 
might well be made the basis of a program of practical 
action for our future. 

It was probably for this reason that in the mind o 
Father Moulinier the problem of reorganization arose 
coincidently with that of the continued effective func 
tioning of our Association. 

An organism passes through a stage of internal sel! 
development. At the end of that stage it readjusts itself 
when exposed to more or less intimate contacts with 
other similar or dissimilar organisms. Our Association, 
too, has passed through the first Stage ol its development. 
It has brought to an end those processes by which i 
effected its own internal perfection. It has reached the 
point of time when it seems called upon to play an in- 
creasingly larger part in the development of hospital 
science, in the shaping of general hospital policies and 
in the solution of outstanding hospital problems. It is 
now more and more called upon to clarify its relations 
to other similar organizations in the field of hospital 
activity; to devise procedures for integrating the influ- 
ences of those other organizations with its own energies: 
of, in turn, communicating its self-generated influence 
to others. 

Moreover. our organization in a real and true sense has 
heen Father Moulinier. The Catholic Hospital Associa- 
tion and Father Moulinier have been synonymous in the 
people’s minds. We, the members of the Association, have 
allowed to be placed upon the shoulders of one man, 
gigantic, generous, and incredibly capable though they 
may be, the burdens and responsibilities, the anxieties 
and anguishes which in other organizations are borne by 
a corps of men. Human capacity has its limits, even if 
human generosity may sometimes seem to be infinite. If 
the Catholic Hospital Association had had no organiza- 
tion whatever, Father Moulinier would have been for all 
these sixteen years our Association’s cohesive influence. 
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He organized by the natural as well as the supernatural! 
qualities of his personality more than by constitutiol 
and by-law. 

These thoughts are uppermost in my mind while, fo 
the first time in the history of its organization, someon 
not its founder, is sending out the call to the Annua 
Convention of our Association. 


Pigmies may simulate the gestures of giants. Just so 


| should like to put into this call the same note of com 


pelling sincerity, of thought-provoking authority, o 
trustful confidence which he was always able to put into 


his words when 


at the 


he prepared to gather around himsel 


all those whom, by reason o 


\nnual Convention 


his long contacts and his deep fascination for humai 


kind, he was able to address by name and in whose eye 


responsive clance ot sratitude for 


he read ever the 


countless official and personal benefactions. Ma 


poor effort. therefore . al eal Ing this ( onvention | 


for his sake in the same generous spirit in which 


words were 
The 
place there is st 


ar been worked 


recelved 


Convention will be 


Lal eC 


— 
tails have thus | 


several new pha hospital 


ses im 
, . . ‘ 
nospital science are being 


\side 


which 


ntroduced. 
howe er, the 


( onvel 


Irom the program jeatures, prob 


m will in business wav confront the 


; 


the s essent 


It 


member of the 


tion WILL be problem Of reorganization. 


, 
hospital 


therefore, that every which is 
? 


Hospital 
It 


the business meetin 


l 1 ° l l 
(atnolu Associ ition be represented by 


leleo 
ciel ‘ 


the Association. th 


is essential that these 


voting 
Us ot 
eir institution’s opinions 


th 


eir votes at 


their own and tl 


upon poli 


and that thev ea 


the proper I] 
her Moulinie 


ST Limes, J 
mindful of 


} 


] 
nas organized 


the principles upon which Fat 
thi Association. 


11s 


of the Reorganization Committee will. ] 


The report 
unselfishly ane 
\s 


constit 


hope, be a stimulant to all those who 
votedly j 
sociation. While the 


tion must be delaved a year according to our 


are 
dey nterested in the activities of our Hospital 
actual adoption of a new 
procedurt 
we must still be ready to discuss, to study, and to tak 
council on countless points, in all of which the futur 
increased usefulness of our Association is bound up. 

My hope, therefore, is a full Convention, full in at 
tendance, full in accomplishments, for the more efficient 
hich the Catholic 


A I phonse M. Schwitalla, 


prosecution of all of those aims for w 
Hospital Association stands. 


oe Preside nt. 


THE REORGANIZATION COMMISSION 
\s Chairman of the Reorganization 


Committee, 1 
seems to me opportune, if not necessary, that T announce 
a few basic facis and fundamental principles. 

First: It is a basic fact that a complete and satisfac 
tory plan of reorganization cannot be worked out this 
vear and accepted at our present Convention. It is too 
large an undertaking, and there are too many conflicting 
and uncoordinated elements in the problem to unify by 
a stroke of the pen. Many sections of the country, many 














religious communities, many members of the Hierarchy, 
many priests, Sisters, and doctors are becoming more and 
more interested and concerned in the right solution of 
the complex problem involved in the reorganization of 
the Catholic Hospital Association of the United States 
and Canada. 

Second: Another important fact we must bear in 
mind at this time is that finally, through the hardest 
kind of struggle, and by reason ef the staunch and loyal 
cooperation of all interested in the welfare of the Asso- 
ciation—and let us add in reverence, because of the very 
evident working of Providence—our financial condition 
is clear and easy. This will be presented to the Associa- 
tion in certified figures at the Convention by our Busi- 
ness Manager. 

Third: 


proportion of the Sister and institutional members of our 


Let us bear in mind that only now has a large 


\ssociation come to realize what the Association has 
meant, what it has done, and what it promises to do in 
the future. In the beginning years it was only a compar- 
atively small number of wise, intelligent, far-seeing and 
generous pioneer Sisters who carried the burden of the 
\ssociation, and who appreciated it, and fought for it as 
their creation, their means to further the best and pro- 
gressive interests of their institutions. Today there are 
younger Sisters and newer institutions who have seen 
and felt and appreciated the work of the organization 
and who are now its sfaunch defenders, with few excep- 
tions, and its willing workers. 

Another fact that should be recalled and kept clearly 
in mind is that the Catholic Hospital Association of the 
ITnited States and Canada is a Sisters’ organization, is 
made up of institutional membership, is maintained by 
them, and has in the past been the instrument in the 
hands of the Hierarchy for the bringing of hospitals of 
the Church to a higher standard of scientific and spirit- 
ual efficiency. 

Our reorganization plan is intended to bring unity and 
strength to all the different and divergent, it may be, 
elements and interests of the Association. The plan, let 
us hope, will set this forth, clearly and convincingly, to 
the membership and to the public. There is much to do, 
and it takes laborious thought, planning, and coordin- 
ated effort. The correctness, value, and durability of this 
reorganization work will depend upon the unselfish, clear 
thinking, loyalty to a great cause of the Sister members, 
helped, of course, guided, perhaps, by those of the 
Hierarchy and clergy who are close to hospital realities. 

Therefore, the conclusion seems to follow easily. There 
should be no haste, there can be no benefit in making 
ill-considered plans. A report shall be made, which will 
be presented to the membership for cautious and delib- 
erate consideration during the coming year, and only 
then, if then, should final decisive action be taken by the 
\ssociation as a body.—Rev. John P. Boland, Chairman. 





HOSPITALS HAVE A HEART 
The hospital, an institution for the care of the sick 
where all is cold science, discipline, and routine; where 
M.D.’s, R.N.’s supervisors, technicians, clerks, and su- 
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perintendents go about doing certain fixed and standard- 
ized services for the sick? Is it this and nothing more ? 
Are all these betitled and beuniformed people whom we 
meet in the hospital “tin soldiers” going through a drill 
to the march music of our pains and aches and worries 
and anxieties? Sometimes it might seem so; sometimes 
we might think so; sometimes we might feel so; some- 
times we might even be sure it is so, in our calmest mo- 
ments of undistressed retrospect. We might even wonder 
if a hospital has a heart? 

There is service, of course, there is correct diagnosis 
laboriously arrived at, there is efficient surgery, diseased 
gall bladder taken out: there is fine detection of serious 
and unusual infection and a systematic series of thera- 
peutic measures instituted which bring about relief or 
what is pronounced to be and really seems to be a cure. 
Well! What more do you want in or from a hospital ? Do 
vou want busy doctors, nurses, supervisors, and superin- 
tendents to make your stay in the hospital a social event 


S070uTit 


of your life, free or costlv as the case may be: 


among pretty and kindly and companionable nurses; : 
jovial party such as you might have in your home or with 
your friends? Do you want these latter or the former ? 

I am making answer for Everyman. I want none of the 
latter, but want more than the former. I want to see and 
feel and know the //eart of the Hospital. I don’t want to 
be made to realize from all that I see in my room, from 
the “tin-soldier” actions of clerks. nurses, doctors, su 
pervisors, and superintendents that I am merely a cass 
(whether rich or poor), perhaps an interesting, baffling, 
No. 


a husband, a brother, 


simple or complex case, but just a case. I’m not 
merely a case. I’m a human being: 
or a tramp. I don’t care which. I’m a creature of the 
Almighty God, I’m a brother of Christ though altogether 
unworthy of the relationship. I’ve heard of His Sacred 
Heart. I’m told He showed this Heart of His to a holy 
Nun and said to her “Behold the Heart that has loved 
man so much;” I know, therefore, this Divine Heart 
loves me; I want to know that his hospital Joves me, the 
unknown, unnamed wayfarer who comes to you in this 
vear of Our Lord 1929 as having a Christ-given right to 
love, kindness, gentleness, sweetness, consideration, pro- 
tection; and all else that springs from Christ’s love. I 
mav not deserve this love by any qualities of body or 
mind vou can discern. I may be as vet unborn, but Christ 
loves me, He died for me, He expects you to give all you 
have that is best in human nature, all that mothers and 
fathers give, sisters and brothers give: a home with all 
its love and care for all my needs of body and heart and 
soul. Will you, Miss Hospital of this Christian Civiliza- 
tion, give me—your patient—all this whether I can pay 
for it or not? 

There are millions of Christians throughout the world 
praying this month of April to the Sacred Heart of Jesus 
Christ that He will inspire and help all doctors, nurses, 
supervisors, and superintendents to love and care for all 
His creatures, to do what He would do for them because 
“He loved them so much.” The Great Christ-heart of 
the Pope has asked for these pravers.—C. B. M. 








A Group of Chicago Non-Catholic Hospitals 


COOK COUNTY HOSPITAL 
Harrison, Wood, Lincoln, and Polk Streets 

Cook County Hospital has 2,500 beds, composed of 
the general hospital, psychopathic hospital, tuberculosis 
hospital, and contagious hospital. It is located on Harri- 
son Street between Lincoln and Wood Streets and during 
the vear just closed, 105,041 persons applied for ad- 
mittance of whom 40,912 were admitted: the rest were 
treated in the dispensary or were not strictly hospital 
cases, or were people who could afford to pay for hospital 
care elsewhere. Cook County Hospital is for charity pa- 
tients only and takes care of the poor people of Cook 
county. 

The institution is now building a new children’s hos- 
pital, a ward building for adults, a new receiving depart- 
ment and a new morgue and laboratory. This will add 
800 beds to the present number and these new improve- 
ments will cost a little more than $2,500,000. 

Mr. Michael Zimmer, warden of the Cook County 
Hospital, extends a cordial invitation to delegates to the 
Catholie ITospital \ssociation Convention to visit his 
hospital and he will be glad to provide guides for any 
who accept the invitation. 

THE CHICAGO HOME FOR INCURABLES 
5535 Ellis Avenue 
The Chicago Home for Incurables is equipped to care 


for patients having some well-defined incurable disease, 


patients whom hospitals for some reason will not keep 


and who cannot be cared for at home. Both men and 
women are cared for. The institution has a capacity of 
260 beds. 

To reach the Chicago Home for Incurables, take a No. 

1 car on Wabash Avenue to 55th Street and Ellis Avenue. 
THE PRESBYTERIAN HOSPITAL 
1753 West Congress Street 

The Presbyterian Hospital of the City of Chicago is a 
charitable institution for the service of humanity. It is 
not conducted for profit: it makes no distinction in 
regard to race, creed, or color, and receives patients from 
every state in the Union caring for over 10,000 patients 
per year. Rich and poor alike are cared for; the profit 
from private rooms is used to help care for the patients 
in the wards. 

The medica! staff comprises 90 prominent doctors who 
attend daily to the sick poor in the wards, receiving no 
salary from the hospital. A woman’s auxiliary of nearly 
300 members from various churches in Chicago contrib- 
ute freely of their time and money. The hospital does 
over $200,000 worth of charity work per vear, exclusive 
of services contributed by physicians. 

The Presbyterian Hospital is affiliated with Rush 
Medical College assisting in the instruction of the med- 
ical students. Its school of nursing has 250 students in 
training. Twenty-five interns are being trained at the 
hospital. 

The board of managers of the Presbyterian Hospital, 
28 in number, is made up of prominent business men and 
four Presbyterian ministers. 


WESLEY MEMORIAL HOSPITAL 
25th and Dearborn Streets 


Wesley Memorial Hospital, established in 1888 by the 
Methodist Episcopal Church, is a 375-bed institution 
affiliated with Northwestern University. The students in 
the School of Nursing graduate with Northwestern Uni- 
versity students at the regular commencement exercises 
in Evanston. 

The hospital is known especially for its exceptional 
X-ray, physiological chemistry, and physical-therapy de- 
partments, and the unusual nature of its interior decora- 
tion. An interior decorator is constantly in the employ 
of the hospital. His sole duty is to get the hospital away 
from an institutional appearance and make it as home 
like as possible. 

Superintendent E. S. Gilmore of Wesley Memoria! 
Hospital extends a cordial invitation to visitors to the 
Catholic Hospital Association Convention to pay a visit 
to his hospital. 

RAVENSWOOD HOSPITAL 


1917 Wilson Avenue 
Ravenswood Hospital is a general hospital with 150 


beds for adults and 40 cribs for babies. It has an unusu- 
ally designed maternity department accommodating 
about 80 patients per month. The hospital also has a 
large surgical department performing about 300 opera- 
tions monthly. 

The school of nursing with 65 students is affiliated 
with some of the larger hospital schools of Chicago. A 
special feature is the school of anesthesia. The hospital 
record system is modeled along the lines recommended 
by the American College of Surgeons. 

This is especially a Community hospital with home- 
like service. Sisters interested in the more intimate home- 
like institutions will find many points of interest here. 

Mr. E. E. Sanders, superintendent, and Mrs. Nan H. 
Ewing, principal of the nursing school, extend a cordial 
to the Catholic 
Hospital Association Convention to visit Ravenswood 
Hospital. 

NORWEGIAN-AMERICAN HOSPITAL 
1044 North Francisco Avenue 
The present Norwegian-American Hospital was open- 


invitation Sisters and visitors to the 


ed in 1893 and an addition of 100-bed capacity was built 
in 1915, and has been added to since. 

At present the attending staff consists of 50 physicians 
and surgeons in charge of the actual work of the hospital, 
giving daily clinics, demonstrating and conferring 
regarding cases of special interest, and arranging for lec- 
tures by instructors on specialties from this county and 
abroad. This attending staff has its own organization 
governed by the rules of the American Medical Society. 

The supervising staff consists of a general superintend- 
ent, superintendent of nurses, night superintendent, 
surgical supervisor, obstetrical supervisor, charge nurses 
for floor supervision of pupil nurses, pharmacist, dieti- 
tian, pathologist, roentgenologist, and laboratory and 
X-ray technicians. 
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Special attention has been given to equipping the 
yperating room with the very best apparatus. A unique 
feature, one of the latest additions, is a room containing 


equipment for every known kind of fracture. The entire 


ifth floor of the original building is given over to the 
maternity department with a large, sunny, well-venti- 
lated nursery with 30 cribs. The X-ray department is 
equipped with a deep-therapy machine of 250,000-volt 
capacity and a Huoroscope under the powerful rays of 
vhich fractures can be set. \ perfect view of the injured 
part often eliminates the need of operation. The labora- 
torv is in charge of two technicians trained at the Mayo 
Clinic at Rochester, Minn. 

The Norwegian-American Hospital conducts an excel- 
lent school of nursing with a three-year course in theory 
and practice. There is a modern home for student nurses 
and another for graduate nurses. 

FOR DESTITUTE CRIPPLED CHILDREN 
1653 Maypole Avenue 
The home for Destitute Crippled Children, located at 


THE HOME 


1653 Maypole Avenue, is a benevolent institution sup- 
ported by contributions. The medical staff is affiliated 
with Rush Medical College of the University of Chicago. 
\ny crippled or deformed child not over 11 years old 
whose parents or guardians are unable to pay for medical 
service and who may be benefited by treatment is ad- 
mitted to the home. There is no distinction on account of 
race, color, nationality, or creed. More than 1,000 cases 
a vear are treated. 

The public is invited to visit the Home any day from 
10 a.m. to 4 p.m., except Sundays. Take a Madison 
Street car to Paulina Street or the Oak Park elevated to 
Ashland Lake Street 
Street. 


THE WOMEN AND CHILDREN’S HOSPITAL 
1712 West Adams Street 


The Women and Children’s Hospital was established 
in 1863 by Dr. Mary Thompson with the aid of Mrs. 


Boulevard. or a ear to Paulina 


Dyas, widow of a former American ambassador to Sicily. 
Chicago then had only two hospitals, the Marine Hos- 
pital where women were not admitted as patients and 
Mercy Hospital where women physicians, at that time, 
were not recognized. 

This hospital is served entirely by women physicians 
who administer to women and children patients, those 
who can pay and those who cannot. 

THE CHICAGO MEMORIAL HOSPITAL 
735 Fullerton Avenue 

The Chicago Memorial Hospital was established in 
1853 as the Hahnemann Hospital of the City of Chicago: 
in 1922 its name was changed and its activities broad- 
ened. The hospital now occupies a fine new building in 
the northeast corner of Groveland Park. 

This hospital is rated as Class A by the American Col- 
lege of Surgeons. Throughout its many years of service, 
t has been conducted without profit, deficits, when they 
curred, being met by generous gifts from individuals 

nd from members of the board of trustees. Its doors 
iave always been open, day and night, for those who 
ould not pay as well as for those who could. 


MICHAEL REESE HOSPITAL 
29th Street and Ellis Avenue 


Michael Reese Hospital is an institution providing 


189 beds, consisting of four buildings: the main build- 


ing with 352 beds for adult patients, operating room, 
etc. : the children’s building with 131 beds: the research 
laboratory ; and the nurses’ residence. 
Two new buildings were erected in 1926: an operating 
room building with ten operating rooms, and a privat 
with 69 
Herman Smith, M.D., invites the C. H. A. 


visit Michael Reese Hospital. 


room building private rooms. Superintendent 


delegates to 


The nurses’ residence is a new building of 200 rooms 
equipped with swimming pool, gymnasium, kitchen, and 
other interesting features. 
POSTGRADUATE HOSPITAL 
2400 Dearborn Street 

The Postgraduate Hospital Is 1n “orporated as a Chat 
itable and Educational Institution, not for profit. h 
connection with the hospital, is conducted a medical 
school for modernizing the education of country and city 
physicians who feel the need of becoming familiar with 
the latest scientific advances. The pupils, all of whom are 
practicing physicians, come from all parts of the world. 
The hospital has many activities—children’s diseases, 


general medicine and surgery, women’s diseases, ma- 
ternity, eve, ear, nose, and throat diseases, skin diseases, 
chemical, pathological, and research laboratories, sur 
gical and anatomical laboratories, X-ray diagnosis and 
treatment. 

LAKE VIEW HOSPITAL 

4420 Clarendon Avenue 

The Lake View Hospital is a nonsectarian institution 

not subject to donations, endowments, or drives for 
funds. It attempts to give the best medical and personal 
attention at the lowest rate consistent with the service 
rendered. Prices of beds in wards are $3 and $4 per day, 
in semiprivate rooms $5 and -$5.50, in private rooms 
from $6.50 to $12. 


Lake View 


50 to 140 beds was opened in 


Hospital raising the 


1926. 


A new addition to 


capacity from 


Mr. J. 


manager, 


Dewey Lutes, superintendent and _ general 


states that he will be very glad indeed to ex- 
tend courtesies to any visitors to the Catholic Hospital 
Association Convention, who are interested in hospital 
organization. 


NORTH CHICAGO HOSPITAL 
2551 North Clark Street 


The North Chicago Hospital is a general hospital of 
85 beds established in 1806. The institution is equipped 
for medical, surgical, gynecological, and maternity serv- 
ice. It has a department of roentgenology equipped for 
fluoroscopic and treatment work, as well as with a large 
quantity of radium to be utilized in the treatment of 
cancer. In connection with the hospital, is a diagnostic 
clinic in which each nurse receives special training in 
physician’s office work. 

The school for nurses connected with the hospital was 
established in 1906. It is situated one half block from the 
hospital overlooking Lincoln Park. The home is equipped 
to produce a homelike atmosphere for the nurses attend- 
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ing the school. Miss Eleanor Ahrens, R.N., is superin- 
tendent of nurses, and Miss Mildred E. Schmitz, assist- 
ant superintendent. Mr. D. Winternitz is manager of the 
hospital in general. 
AUGUSTANA HOSPITAL 
2043 Cleveland Avenue 

The Augustana Hospital, owned and controlled by the 
Augustana Lutheran Church, is located at the corner of 
Lincoln and Cleveland Avenues, and has been in constant 
operation since May, 1884, a period of 45 years. The new 
nurses’ home at 427 Garfield Avenue was erected in 1922. 

A new hospital building with a bed capacity of 450, 
was opened two years ago. The officers of Augustana 
Hospital extend an invitation to any of the Sisters and 
nurses to visit their hospital and to be shown through 
any of the buildings in which they are interested. 

THE LAKESIDE HOSPITAL 
3424 Rhodes Avenue 

The Lakeside Hospital is a private Hospital, nonsec- 
tarian, unendowed, with a capacity of 150 beds, and has 
been in continuous operation in Chicago for 30 years. It 
is designed to furnish modern hospital service for people 
who need such service and can afford to pay for it. 

It is organized under the laws of the State of Illinois, 
has no endowments, has no charity department, depends 
entirely upon payments made for service rendered its 
patrons. 

While it has a staff of competent physicians at the 
head of its various departments to properly safeguard 
the work of the hospital, it is essentially an open-staff 
hospital. Any reputable physician can bring a case to the 
hospital and treat it, provided he proves himself com- 
petent and meets the requirements of the staff committee. 

It has a nursing school of 45 pupil nurses under the 
supervision of graduate nurses and trained executives, 
meets all the requirements of the Illinois state nursing 
laws and is approved by the Illinois Association of Grad- 
uate Nurses. 

ST. LUKE’S HOSPITAL 
1439 Michigan Avenue 

St. Luke’s Hospital, a 400-bed institution, was estab- 
lished in 1863. At present Chas. A. Wordell is superin- 
tendent. In 1924 a campaign for funds was held and met 
with remarkable success. The construction of a new 
building began in March, 1924; this building accommo- 
dates 550 patients and 129 nurses. Every year the hos- 
pital treats about 10,000 patients within 110,000 hospital 
(lays. 

The school for nurses was established in 1864. Stu- 
dents receive training in various departments to equip 
them for the most essential work of their calling. Miss 
Mildred Pringle, R.N., is director of the nursing school. 


THE JOHN McCORMICK INSTITUTE FOR INFECTIOUS 
DISEASES 


Wood and Flournoy Streets 

The John McCormick Institute was founded by Har- 
old F. McCormick and Edith Rockefeller McCormick in 
1902. The work of the institution has been extended 
greatly since by funds provided by the will of Mrs. Annie 
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W. Durand. The board of trustees consists of Frank Bill- 
ings, Ludvig Hektoen, James B. Herrick, Charles L. 
Hutchinson, and Stanley McCormick. 

In the year 1923, George H. Weaver, M.D., physician 
in charge, issued a report covering the work of the first 
ten years of the hospital. During that time, 6,519 pa- 


tients were admitted. 
THE CHICAGO DAILY NEWS FRESH-AIR SANITARIUM 
Fullerton Avenue, Lincoln Park 

The Chicago Daily News Fresh-Air Sanitarium for 
sick babies, located at Fullerton Avenue, Lincoln Park, 
Chicago, is conducted by Rhoda Pike Barstow, M.D., who 
is known to all as the friend of babies. The entire ex- 
penses of this institution are paid by the Daily News. 
In 1922 the entire debt of the hospital was paid off leav- 
ing the institution free to administer to all the needy. 
With the generous contributions of the public and the 
Daily News within the past 15 years, this institution is 
enabled to give free treatment to the suffering poor. 

The building is a lovely pavilion with 30,000 square 
feet of floor space, a wide terrace, comfortable chairs, 
restful views, offering ample room and comfort to moth- 
ers and babies away from the congested and smoky city. 
This pavilion is large enough so that 200 or 300 ham- 
mocks can be swung if necessary, where the sick babies 
can recuperate. 

All service at the sanitarium is free, and there is no 
question of race, color, or religion. When a sick infant 
arrives at the sanitarium, one of the house physicians 
examines it, and after registering the case, assigns the 
patient to a hammock or bed where treatment begins at 
once. Children afflicted with contagious diseases are not 
permitted to enter the sanitarium. 

During the vear 1922, 2,617 bottle feedings were given 
out to pavilion cases and 438 bottles given mothers to 
take home for the babies’ night feeding. Medical atten- 
tion was given to 3,054 cases during 1922. Dr. W. Henry 
Wilson, noted pathologist of Chicago, aided in the labo- 
ratory work. 

GRANT HOSPITAL OF CHICAGO 
2225 Lincoln Avenue 

Grant Hospital was founded as the German Hos- 
pital of Chicago, and was begun in a very modest man- 
ner. Since its establishment in 1884, 59,342 patients have 
received treatment at the institution, according to the 
reports of 1923. 

The hospital is a nonsectarian charitable organization, 
and is not intended as a money-making institution. A 
large percentage of the service is rendered absolutely 
free to patients who have been found worthy by the social 
service department. This does not include outpatients 
and babies who were treated in the free clinic. Miss Mary 
Watson, R.N., is superintendent of the hospital which 
has a capacity of 150 beds. 

In 1896 the German Bethesda Nurses Training School 
was taken over by the Grant Hospital, then known as the 
German Hospital of Chicago. The nursing school was 
organized with six pupils, but has grown steadily and 


now has close to 100 students. 
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CHICAGO LYING-IN HOSPITAL AND DISPENSARY 
426 East Fifty-first Street 
The Chicago Lying-In Hospital and Dispensary was 
founded in 1895. It consists of a hospital of 140 beds for 
mothers and 120 cribs for babies, and two dispensaries. 
From the dispensaries doctors and nurses are sent out 
to care for patients in their own homes. 
During a recent fiscal year 3,109 babies were born in 
the hospital, and 1,203 babies in the outdepartment. 
There were 11,049 visits paid to the baby conferences. 


SWEDISH COVENANT HOSPITAL AND HOME 
OF MERCY 


2749 Foster Avenue 

The Swedish Covenant Hospital was founded in 1886, 
originally as a home for the destitute, aged, and sick. 
People without relatives, friends or funds who knocked 
at the doors of this institution received admittance. The 
institution was primarily maintained entirely by free 
will offerings and gifts for that purpose. 

The hospital building was dedicated in 1902, and from 
that time the Swedish Covenant Hospital and the Home 
of Merey have functioned separately. The hospital build- 
ing has a capacity of 130 beds, is completely modern and 
fireproof, and cost approximately $200,000. During 1925, 
$114,000 was expended for a central heating plant, 
including an ice factory and cooling system, modern 
laundry, and various pumping devices. 

Swedish Covenant Hospital, beautifully located at 
Foster and California Avenues, is conducted by Rev. 
Carl J. Andrews who acts as superintendent, and O. Th. 


Roberg, M.D., who is surgeon-in-chief. 


LUTHERAN DEACONESS HOME AND HOSPITAL 

The year 1925 marks the completion of the new addi- 
tion to the hospital, doubling its capacity. The new addi- 
tion is a substantial fireproof structure, 120 feet by 44 
feet, and consists of six stories and a full English base- 
ment. Four of the floors are used for patients exclu- 
sively. The pathological department is located on the top 
floor, comprising four rooms. 

The fifth floor contains four operating rooms and sev- 
eral dressing suites. The four operating rooms are 
equipped with an excellent modern lighting system, and 
arrangement which, by reflection on a number of mirrors 
throws a powerful light on the operating table. A large 
insert of glass combined with a skylight, transmits an 
abundance of light. These operating rooms are rated 
among the best in Chicago. 

The third floor is occupied by the obstetrical depart- 
ment, including two up-to-date delivery rooms and the 
nursery rooms, airy and light, furnished with all modern 
equipment. 

The basement contains the X-ray department, with all 
its scientific equipment. The entire department is under 
the direction of a graduate physician, with a nurse assist- 
ant. The physician in charge, personally supervises all 
work done and makes all diagnoses. 

The four floors, occupied by patients are provided with 
wards and private rooms, beautifully furnished. The 
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rooms are large and airy and the walls are decorated in 
french gray and tan. 

The institution is singularly favored by having a staff 
of efficient doctors who are conscientiously guarding the 
high standard of the hospital. Yet, when due credit has 
been given to all who have built and maintained the be- 
loved institution, it would be recognized that, under 
God, the public owes a debt of gratitude to the conse- 
crated Sisterhood as the main builders. 


WILLARD NATIONAL TEMPERANCE 
HOSPITAL 
710 South Lincoln Street 
The Frances E. Willard National Temperance Hos- 
pital was organized in 1886 and built as a memorial to 
Frances E. Willard. It is a general hospital of 110 beds. 
admitting over 3,000 patients and having nearly 1,000 


FRANCES E. 


major operations yearly. Doctors attending here are not 
allowed to prescribe alcohol in the treatment of disease 
in any form whatever. This is the only hospital in the 
United States which makes a distinctive feature of such 
treatment. A hospital of this kind has been in existence 
in London, England, for the past 50 years. 

The Frances E. Willard Hospital is on the aceredited 
list of the American College of Surgeons and the Ameri- 
can Medical Association. The institution is unendowed. 


CHICAGO GENERAL HOSPITAL 
731-741 Diversey Parkway 

The Chicago General Hospital buildings are located 
within four blocks of Lake Michigan, and the north end 
of Lincoln Park at 731-741 Diversey Parkway. The total 
capacity is 60 beds, consisting of private rooms, wards, 
children’s wards, and nursery. The main building con- 
tains two operating rooms, obstetric delivery room, X-ray 
room, chemical, and pathological laboratory, and three 
diet kitchens. 

The hospital grounds are beautifully laid out with 
swings, tennis court, and croquet grounds, to afford 
plenty of rest and recreation for the nurses, whose school 
is connected with the hospital. 

Dr. Wm. C. 
eral manager of the hospital and Margaret C. Brummer, 


Spangenberg is superintendent and gen- 


R. N., is superintendent of the nurses. 
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WASHINGTON PARK HOSPITAL 
437-49 East 60th Street 
The inauguration of Washington Park Hospital oc- 
Since then it has 
150 beds. It 


curred on Labor Day of the year 1906. 


grown steadily to its present capacity of 


boasts a building unsurpassed in beauty and elegance, 
well equipped clinical and X-ray laboratories, a modern 


power house, heating system, steam laundry, ice and 


refrigeration plant. Homes for nurses, internes, and 


maids are provided to meet future growth and any 
emergency. 

Washington Park Hospital and School of Nursing is 
located on the corner of 60th Street and Vernon Avenu 
opposite Washington Park. It may be reached by surface 
or elevated car or bus. The latter affords a very pleasant 


the loop district to 60th Street and South 
Park which is one block from the hospital. 
GARFIELD PARK HOSPITAL 
3813-25 Washington Boulevard 

Garfield Park Hospital erected recently a 


ride from 


The new 
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building costing $1,250,000 and providing space for 225 
patients besides a modern thoroughly equipped obstet- 
rical department, operating rooms, X-ray, laboratory, 
and therapy departments. 

Garden, and Mar- 


The architects, Richard E. Schmidt, 


tin, have designed an entrance lobby more nearly re- 
sembling a club reception room than the usual hospital 


le bby. 


AUBURN PARK HOSPITAL 
455-57 West 78th Place 

\uburn Park Hospital is a community institution of 
10) beds serving residents of the nineteenth ward of Chi- 
All classes of 
12,000 cases have been treated to date. S. A. Water- 
man. M.D., M.D., 
ant, and Miss Julia Foster, superintendent, would be glad 
the ¢ Hospital 


cago. cases not contagious are received. 


Over 


surgeon in charge, C. K. Barnes, assist- 


to receive Visitors To atholi Association 


convention. 


Grading Week: May 12-18 


May 


M \Y 12 to 18 is Grading Week. All over the United 


States hospitals with schools of nursing are joining in 
a nation-wide self-survey of what their schools of nursing 


like. No other study ol 


It is a carefully conceived plan for a sort of 


are actually this kind has ever 


been made. 
not 


educational stock taking—an attempt to discover 


what schools of nursing should be, but what they actually 


are, and how the schools of nursing of one locality com- 


pare with those of another. 
A Bird’s-Eye View 
Every hospital 1s keen about its owl school. It Is proud 
of its work and proud of the nurses whom it graduates 
field. highest 


possible type of educational job. present 


It wants to do the 
Yet until the 
which 


and sends out into the 


there has been no possible wal by the hospital 


could learn what its school would look like if put up on 
exhibition with all the other schools in the country. 
May 12 to 18—Grading Week 
every hospital to get such a bird’s-eye view ; 
activities, 


is an opportunity for 
to stand at a 
distance and look at its own educational not 
from the 
with its own, but in the light of the place it occupies in 
relation to the public. It 
just how successfully it is conducting its own school of 


viewpoint of an institution solely concerned 


is an opportunity to measure 


nursing in comparison with schools of nursing of all 
sorts and types and sizes everywhere. 

For the past several years one of the outstanding facts 
in nursing education has been the enthusiasm of the 
Sisters in charge of the religious schools for more and 
better education. We know that standards in the Sisters’ 
schools have been rising. We suspect that they are rising 
very fast. but no one knows just what that change really 
means. How do the Sisters’ schools compare with other 
Are they strong on certain points and weak on 


Are there certain aspects in which just a little 


schools ? 
others ? 
extra attention would 
educational standing? This first Grading Week offers 


result in very swift advances in 


Ayres Burgéss 


what is probably opportunity to discover the 


a unique 
answers to these questions. 

While it is anticipated that will recur from 
first 


and that it offers an oppol 


vrading 


vear to vear, it 1s probable that this grading 1s 


different from every other, 
this form. 


a ful- 


tunity which will never occur again in just 


The first grading is so planned as to make possible 
Robert Burns: 


the 


fillment of that wish of 


“() wad some power giftie gi’e us 


To see oorsel’ as ithers see us!” 
which is rarely 


for the 


His was a universal desire granted. 


Grading Week 
isfving that desire; of 
to see itself 

First Grading Results Confidential 
between the first grading 


is devised expressly purpose ot sat- 


giving to each hospital the oppor- 
tunits as others see it. 


and those 


The 
which may 
all of the 
seems probable that the names of those schools having 


Tere nce 
this first study 
later 


is primarily that for 


kept secret. In 


follow 


results will be vears it 


the will be published in printed 


lists so that prospective students and others interested in 
to turn, but for 


records above average 
choosing a good school can know where 
this first grading there will be no such reports made pub- 

The It is to 
give to Nursing 


schools 


f the first grading is twofold: 


the 


purpose 8) 
Grading of 
the 


The second 


the Committee on 


Schools an accurate picture, not of what 


ought to be, but of what they actually are. 
purpose is to make it possible for every ambitious school 
of nursing in this country to discover, without cost and 


without any penalizing publicity, exactly how it com- 


pares with other schools. 

Early in May the superintendent of every hospital 
which has a training school will receive an invitation to 
join in the self-study program, together with a package 


of report forms and instructions, so that he can begin 
the work at once. Each hospital will make its own study. 
The report forms 
will be filled out by the hospital itself, and it will mail 


There will be no national inspectors. 

















them back to the headquarters of the Grading Commit- 
tee. These forms will be kept confidential. They will be 
seen only by the statistical force which tabulates and 
compares the facts recorded there. 

After all the reports are in, the facts for each school 
will be tabulated and compared with those for all the 
other schools. When the work is finally done there will 
be a series of statements which can be made for every 
“Your 


school is at the top of the list (that is. it does better than 


school taking part. These statements will read 


any of the other schools) on this point, and this and this. 
Your school is about average on this, and this, and this. 
It makes a low record on this and this.” There will be no 
(‘lass A, Class B, or Class C schools, because the division 
into classes implies some set standards, and the Grading 
Committee is not yet re ady to adopt any standard as 
minimum. It wishes first to find out what the schools are 


doing before it makes any attempt to say what they ought 


to be doing. The report for every school will consist of : 
simple series of statements showing, not how that school 
compares with any theoretical standards adopted by the 
Committee, but rather how that school compares with 
other schools in what it is actually doing. 

It will be an enormous job to collect and compare the 
facts from all the schools which take part and a long and 
to write a separate individual report for 
ever\ Yet that 
Grading Committee has undertaken to make for this first 


tedious task 
school. is the contribution which the 
crading study. The reports for the separate schools will 
not be published. They will be prepared individually in 
the office of the Grading Committee and mailed dire« tly 
to the Superintendent of the Hospital, Superintendent 
of Nurses, and the Chairman of the Board of Trustees, 
and if the Superintendent of the Hospital asks the Com- 
mittee to do so, a copy will also be sent to every member 
ot the Board of Trustees. 

That is all. No statements will be made public as to the 
individual gradings of schools. The Grading Committee 
is in almost daily receipt of letters inquiring concerning 
the standing of certain schools. This year, as in the past, 
no information will be given out by the Grading Com- 
mittee as to the standing of any individual school. So 
far as the results of this first grading are concerned, ali 
Inquiries will be referred back directly to the hospital in 
question, which will, of course, be free to make any state- 
ments it wishes concerning its own results. 

There will be no limit upon how the schools use the 
information given them concerning their standings in 
this study. Comparisons will be made, first, between all 
the schools of nursing in the country, and then between 
certain groups, as schools connected with hospitals of a 
given size, or in different parts of the country, or under 
different types of control. It will be inevitable that 
schools which rank above the middle in any of these 
varied groupings will be glad to announce that fact: 
there will be much individual comparing of records and 
discussion of the bases upon which they were secured. 

Every school will be eager to take part in this study be- 
cause it offers so unusual an opportunity for securing an 
educational health examination free of charge and with- 


HOSPITAL PROGRESS 








221 





out penalty; and most of the schools which take part will 
find at least something in which their grading is high 
enough so that they are glad to talk it over with their 
neighbors. Hospitals which did not bother to take part, or 
which pretend that they did not take part because their 
records were too poor to be acknow ledged, may find them- 
selves in the unfashionable minority. 
Ten Forms 

Grading Week means work for everybody concerned. 
For the large hospitals it will mean a good deal, but there 
s always the advantage in the large hospital of many 
minds to help with the work. In the small hospital it will 
be a simple matter to fill out most of the forms, but even 
a small hospital must expect to be ra 


Grading Week. 


The work will be worth while. If a corps of national 
Inspectors were to be sent out to make individual Sits To 
all of the schools, it would take at least three days eve 
In the smal] places and } rhaps a week or two ll Ne 
large places, for a skillful inspector to make a study of 
sulficient accuracy to be used as basis for crading. It 
schools are to be craded it all, the grading nvolves Work, 
ind it would be considerably more work for the supe 
tendent of the hospital and the superintendent ot nurses 


to pilot an inspector personally from ward to ward day 


after dav than for those same people to spend ; lew quiet 
hours in making their own studies of the schoo d 
writing the results on the report blanks for (Grading 
(ommiuttee. 

There are ten different reports on which the grading 


_ , mh } 7 
school aepenas, lhe IST 18 AS TOLIOWS: 


Report Forms for the First Grading 


of the 


To be filled out by Subjects 
Supt. of Hospital \. Facets about the hospital and 
schoo! 
Supt. of Nurses B. List of hospit: er ts 
( The bedside rsing load 
1). List ol craduate nurses ol] 
pavroll 
Principal of School kK. The student body 
F. The teaching staff 
(. 1928 craduates’ lass Te rd 
H. 1928 craduates’ pract Cal ex 
perience record 
Each graduate nurse I. Graduate nurse recor 


Every student nurse J. Student nurse record 
effort 


simple as possible. Most ot them can he 


Every has been made to make these forms as 


any good schoo has 


since thev call for information which 


at hand as a routine matter. The more difficult of the 
forms, which are perhaps C, G, and H, deal with the 
amount of nursing which the patient receives and the 


amount of classroom and practical experience which the 
difficult 


ndeed to 


] 


student nurse receives. It would be 
make a fair study of schools of nursing if these two e 
ments were ignored ; and it has, therefore, been necessary 
to ask each hospital to report as simply as possible on 
these matters. 

What If We Don’t Know? 


While weeks of work have been spent in trving out 


and revising the various forms, in an effort to make them 
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fit every type of hospital, it is inevitable that there will 
be some places where the situation is different from that 
usually found and where certain questions cannot readily 
be answered. In these cases the Grading Committee sug- 
gests that hospitals omit such questions. 

If, for example, no records have been kept of what last 
year’s graduating class received by way of classroom in- 
struction and practical experience, it will not be possible 
to fill out the forms G and H, which ask for those indi- 
vidual records. Hospitals which are able to give those 
data will, of course, receive a somewhat higher rating 
sut the important point 


than hospitals which are not. 
about this study is that it calls the attention of every 
hospital to the type of questions which are apt to be 


asked concerning its school. If this year the records of 
the student’s experience are so inadequate that the forms 
cannot be filled out, the hospital is made aware of the 
fact. It is led to consider installing a new record system 
so that in future years it will be able to answer these 
important questions and so receive a higher standing 
than would otherwise be possible. The whole purpose of 
this first grading, so far as the hospitals are concerned, 
is to show them what points are considered important 
from the educational viewpoint, and to give them a year 
before the next grading in which they can, if they wish, 
improve their record system or in other ways strengthen 
the places where they have found themselves to be weak. 


Will They Tell the Truth? 

Perhaps the commonest objection to the scheme which 
the Grading Committee has adopted, of making each 
hospital responsible for filling out its own report blanks, 
is the suggestion that inevitably there will be some in- 
stitutions which do not tell the truth. As a matter of 
fact this will probably happen, but it will be a rare occur- 
rence, and the loser will be the hospital itself and not the 
Grading Committee. Most hospitals are sincerely anxious 
that their schools of nursing shall rank high. To secure 
a ranking by means of false answers will be of very little 
benefit to the school. In this first grading it will be of no 
benefit at all, since the final results are not to be pub- 
lished. 


By falsifying its returns a hospital would gain very 
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little in the eyes of its neighbors, because the neighbors 
would not know what the returns were, and it would lose 
this one precious opportunity for finding out for itself 
exactly its strong and weak points. By falsifying its 
returns this year it would handicap itself in the competi- 
tion for all succeeding years. It is believed that almost 
every -hospital is proud of what it is doing and is ready 
to tell the truth about it. If there is any hospital which 
is willing to falsify its returns, it is the hospital itself 
which will lose. What it does cannot hurt anyone else. 
Incidentally, it is just about as easy to fool an inspector 
as it is to enter false reports on a report blank. Anyone 
who wants to hide what he is doing can do so, no matter 
what grading form is used. For the Sisters’ hospitals, 
where ethical standards are regarded as the essential 
basis for everyday living, it is believed that this particu- 
lar problem needs no consideration. 
May 12—A Day of Beginnings 

is Hospital Day. It is Florence Nightingale’s 
Hospital 


May 12 
birthday. It is the ope ning of Grading Week. 
Day has been chosen by the hospitals in order that each 
year they may have an opportunity to stop for a while 
the rush of daily routine and to think about just what 
it is that they are doing. It is a day for self-examination 
and communion, a day in which each hospital tries to 
make quite sure that its service to the patient is real and 
fine, and that its service to the community is a lasting 
and constructive contribution. 

The work of the hospital is inextricably interwoven 
with the education of the student nurse. Florence Night- 
ingale, the group founder of modern nursing education, 
was also one of the early members of a great professional 
statistical association and is regarded by statisticians as 
a pioneer in their own field, quite apart from her work 
in nursing. It is a singularly happy combination that 
brings the birthday of Florence Nightingale, Hospital 
Day, and the opening of Grading Week together, for 
Grading Week marks a 
survey, in which hospitals everywhere examine their 


nation-wide statistical self- 
schools of nursing in order to find out just what their 
schools are like and how they may be made stronger and 


better in their great service to humanity. 











LAVAL HOSPITAL, ST. FOY, QUEBEC, CAN. 
The first building is connected to ‘““Taschereau Building” on the right by a 200-ft. corridor. 














V V HEN interior painting in hospitals is studied as ¢ 


special problem the whole subject immediately becomes Jess 
»f a problem. When the hospital makes it a point carefully 
to select painting methods and materials, it assures all the 
artistic, practical, and economic benefits that good paint- 
work makes possible; and it insures against needless 
trouble, expense, and ugliness. 


Quite often the hospital paintshop is 


Standardization of Hospital Painting Practice 


Mary Cecilia Stimson, R.N. 


For example, many hospitals are built on a contract that 
was awarded to the lowest bidder. Sometimes the contrac- 
tor is pressed for time. He paints the interior with material 
that is perhaps not altogether suitable or he paints before 
the plaster is dry enough to be in condition for painting. 
As a result the cost of removing peeling, scaling paint is 
one of the large items in the first few years’ maintenance 

expense, Here vou have an example of an 





the bane of a busy superintendent’s life. 
[It is a conglomeration of dozens of differ- 
ent kinds of paints and paint ittgredients, 
each one originally purchased for some 
odd specific purpose. The leftovers from 
each job accumulate and clutter up the 
shop. If they are all dumped together and 
used, nine times out of ten they will give 
some dirty-looking shade 


saves time. 


. money. 
nondescript, y 





Standardizing on mate- 
rials saves waste. 
Standardizing on colors 


Standardizing on painting 
methods saves questions. 
All these combine to save 


unstudied problem, and here is where the 
needless trouble, expense, and ugliness 
come in with a vengeance. 

By using boiled linseed oil and turpen 
tine in conjunction with white lead, a 
priming coat can be secured that pene 
trates and seals the pores of the plaster 
and is of known durability. Part of the 





wall space in one of the old buildings of 





which is particularly undesirable in a 
hospital where things must not only be clean, but look 
clean. If, on the other hand, the leftovers are thrown out, 
they represent sheer waste. 

This motley assortment can readily be simplified by a 
process of standardization. It has often 
writer that standardization is one thing that interests a 
hospital superintendent. It is so often necessary. A hospital 


seemed -to the 


represents an overwhelming mass of heterogeneous detail. 
Every time a bedsheet is ripped, the superintendent cannot 
send out to the assembled linen industry for bids and 
samples. He has standardized on all such things. He knows 
a good brand and it takes him about five seconds to order 
a supply of such needed equipment. 

This same time-saving system has been applied to paint 
maintenance in a number of hospitals, and has worked out 
very satisfactorily. The essence of the plan is that the 
hospital purchasing agent buy most of the paint in paste 
form, such as white lead. The painters mix it up and color 
it to suit each job. There are few leftover batches of paint 
and what there are, are usable. The finished jobs, whether 
exterior or interior, wear well and look well while they 
are wearing. The items on the paintshop list are reduced to 
the following: whitelead, turpentine, linseed oil, flatting 
oil, varnish, drier, and eight cans of colors-in-oil; namely, 
venetian red, English tuscan red, medium chrome yellow, 
French ochre, lemon chrome yellow, medium chrome green, 
lampblack, and Prussian or Chinese blue. Given these and 
a competent painter who knows how to mix them to ob- 
tain the finishes and colors desired, you have everything 
needed for efficiently accomplishing all ordinary hospital 
paint work, whether inside or outside. 

An interesting thing to consider in hospital painting is 
the fact that, on the average, plaster walls and ceilings 
make up at least 70 per cent of the surface painted. Plaster, 
moreover, is a difficult material to paint, and unless the 
first coat sticks tight to the surface and makes a sound 
foundation for the finishing coats, the entire job will be 
unsatisfactory. 

It is* recommended that in painting new plaster, paint 
shall be prepared on the following formula: 100 lb. pure 
white lead in oil, 7 gal. pure boiled linseed oil, 1 gal. pure 
turpentine. 

It stands to reason that the first coat of paint on plaster 
is the most important that the wall will ever receive, for 
unless the priming coat is properly applied and is composed 
of materials that will anchor to the wall, the entire suc- 
ceding paint structure will be at the mercy of this weak 
foundation coat. 





223 


the Mayo Clinic in Rochester, Minnesota, 
furnishes an illustration of white lead’s staying power. It 
was painted 20 years ago and is still in good condition. 

Once a firm foundation has been established, there are 
a number of important points to be considered as regards 
the two other coats. 

In the first place, they should be of the flat or glossless 
type. A high glossy finish, as is now generally known, per 
fectly mirrors all forms of illumination and leaves spots 
of highly concentrated light and areas of shadow. This is 
not only inefficient with regard to lighting costs but is 
likely to lead to dirt collecting in dark corners unseen. The 
more desirable flat finishes, on the other hand, uniformly 
distribute illumination received from natural or artificial 
sources; thus there are no glaring high lights nor dark 
shadows. 

In the second place, hospital walls must be washable. 
That is, they must be done in a dull finish and still be able 
to withstand frequent scrubbings with soap and water. A 
glossy enamel used to be the only paint that would not 
streak or wear off rapidly when washed, but a number of 





PRIVATE ROOM 


GOOD SAMARITAN HOSPITAL, LOS ANGELES, CALIF. 


The above photograph gives an idea of the beauty of delicately tinted 
walls and ceilings. The touches of color are in draperies and furniture 
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REFLECTION OF LIGHT 


paints are now available that are washable. Of these, white 
lead and flatting oil stand out as a paint ideally suited to 
hospital use. It produces a soft, glossless finish that has a 
a depth of tone and a richness all its own. The firm, uni- 
form film it forms stands frequent washing with warm 
vater, mild soap, and a cloth or sponge and can thus be 
kept clean and sanitary. The durability of the paint is not 
there is no unsightly streaking 


affected in any and 


such as often occurs when a less-stable paint is washed. 


Way 


that the second and third coats of 
following formula: 100 Ib. pure 
3 eal. flatting oil. 


[It is recommended 
paint be mixed on the 
white lead in oil, 2 to 

W here old plaster walls are encountered, which are in 
condition to be repainted, it is recommended that two coats 


of paint prepared on the above formula be used. 
® 


Another important factor in considering the finishing 
coats is color, What color shall the wards be, what color 
the hallways, what color the private rooms? As an instance 
of the attention being given by hospital authorities to such 
consideration as color, it may be of interest to quote briefly 
a talk by the Rev. C. B. Moullinier, director of the Catholic 
Hospital Association, before a conference of surgeons: 


“We have been getting keenly scientific facts to prove 
the curative value of beauty,” he said. “I plead for more 
color, more balance in arrangements, more harmony and 
symmetry in choice of furnishings, draperies, lighting 
everything for the sickroom. I appeal to all doctors, nurses, 
and directors of hospitals that from entrance to exits, hos 
pitals be made as much a place of physical beauty as pos- 
sible.” 

The psychological effect of color upon patients of all 
kinds cannot be over emphasized. Color influences nearly 
all persons, whether or not they are aware of the mental 
and emotional changes it produces. Even an insane per- 
son’s subconscious mind may be affected by the color of 
the walls that surround him.! 


Tests to which numbers of men and women have been 
subjected, have quite conclusively proved that orange-red 
is a most exciting color, yellow-green tranquillizing, and 
violet subduing. Once the general direction of reaction to 
different hues is established, it becomes a comparatively 
simple matter to relate desired response with existing con 
dition. For example, if a patient is depressed, an atmos- 
phere should prevail that is both cheerful and stimulating; 
if nervous, surroundings conducive to quiet restfulness 
would obviously prove beneficial. Before a color scheme can 
be decided upon, however, it is necessary to determine 


Attitude and 
Labo- 


the Mental 
Lead Company 


Affects 
National 


'M. Rea Paul—‘How Color 
Physical Condition of Patients” 
ratory Bulletin, March 15, 1924. 


height and size of room, amount of illumination received, 
use to which the room will be put, relation to adjoining 
rooms, ete., since all these factors have a bearing on the 
color selection. 

The ways in which some of the larger institutions in the 
United States have employed color to gain certain specific 
results, have been followed with widespread interest. Tints 
of yellow, for instance, have shown themselves very satis 
factory for wards. The most striking appeal of the color 
lies, without doubt, in its high luminosity, associating 
itself in the mind of the observer with the cheerful, life 
giving qualities of the sun. When reduced by means of 
white lead to a less-saturated state, it is well suited to large 
wards that would otherwise appear cold and barren. It also 
helps to brighten ill-lit corridors, because of its light 
reflecting power. When tinted buff by adding red and black, 
it is frequently used in entrance lobby, waiting rooms, gen 
eral offices and dining rooms. When deepened to a tan, it 
is better able to withstand mechanical injury without im 
pairing the pleasing decorative effect, and in consequence 
diet kitchens, 
as a dado in conjun 


finds a place of usefulness in_ hospital 
laundries, basement storerooms and 


tion with the buff-tinted upper walls. 


When vellow and blue are mixed with the right propo: 
tion_of pigment, a green results that combines the cheer 
fulness of vellow with the tranquilizing properties of blue. 
When used as a sidewall treatment in special rooms fo1 
highly nervous patients, the restful appearance of the colo 
seems to do much toward quieting them. 

In the ordinary room that receives a fair amount of 
natural illumination, gray is pleasing. It must be remem 
hered that light and others a 
superabundance. Thus gray, to serve as an efficient side 


some rooms receive little 
wall treatment, must be lightened or darkened to suit the 
requirements of each individual room. 


Ilowever, all this may be, and whether further researc] 
field of color study shows that X-ray developing 
rooms should be 
rooms gray or green, whether blue-green is more soothing 


in the 


painted black or violet-red, operating 


than vellow-green, or what not, the superintendent who 
standardizes on the paint materials mentioned above need 
not be troubled with a thousand different colors and kinds 
of paint for each purpose. By standardizing, the paintshop 
can be simplified and all the varied jobs accomplished at 


a minimum of bother and cost. 
CULTURE IN BEAUTY 


It is inspiring to see at the foot of our front cover 
page the motto “Let us have more beauty in our hospi- 
tals.” The inevitable result must be that many minds 
will think more about beauty, and many hands be busy in 
putting this larger share of beauty into our hospitals. 

[It would, however, be a comparatively small achieve- 
ment to put just a little more color, little more physical 
charm in our hospitals to please our patients, the public, 
and the whole service personnel. 

We hope, we think we know, that there will come as a 
sure consequence, culture, refinement, and moral eleva- 
tion to the whole hospital world, and to the large public 
which visits hospitals, day by day, week by week, month 
by month, and year by year. Not only, therefore, is a 
hospital sure to become a stronger restorative influence 
for health, but a reforming power to make better men 


and better women in the future.—M. C. 8. 





Your Hospital May Be Old 


HOSPITAL PROGRESS 


But you don’t have to tolerate 


Antiquated Methods 


EMPTYING AND WASHING BED-PANS IN 
OPEN SINKS, TOILET BOWLS AND OBSO- 
LETE FIXTURES CAUSE ODORS—SPLASH- 


THE OLD WAY 


ING AND FILTH. 


Compare this with the 








; 


ORBIT BED-PAN WASHER 
BUILT-IN MODEL 


| Note: The Built-in Model and 


the Free-Standing Model op- 
erate the same way. 


| You Press Your Foot on a 


Pedal 
- the cover automatically 
drops to a horizontal posi- 
tion, forming a shelf. 





You Set the Bed-Pan on the | 


Shelf 
—you don't have to stoop or 
reach; there are no springs 
or clamps to manipulate. 


You Close the Cover 
—the bed-pan is automati- 
cally dumped. The hopper 
is closed, water and odor 
tight. 


You Press the Porcelain 
Knob 
this automatically washes 
the bed-pan and hopper per- 
fectly clean and flushes ev- 
erything out into the sewer 
in less than an minute. 


| SIMPLE AND SANITARY, 





EMPTIES AND WASHES A BED- 


66 RBIT” 
PAN CLEAN, IN A CLOSED VESSEL—IN 


~- . - LESS THAN A MINUTE — WITHOUT 
SPLASHING — WITHOUT ODORS — WITHOUT 
SOILING NURSES’ CUFFS OR CLOTHING AND 
WITHOUT THE MANY OTHER DISAGREEABLE 
FEATURES ATTENDANT WITH THE USE OF 
OBSOLETE FIXTURES. 


“ORBIT” 


FREE-STANDING MODEL 


Can Be Installed in Existing Hospitals 


It does not have to be built into the wall. It can be 
set up in the open in place of an old slop sink, toilet 
bowl, or sterilizing hopper, using the existing plumb- 
ing connections, and without need for changing par- 
titions. It occupies little floor space. It is simple 
to install, requiring only a cold water supply and a 
waste connection . . Nurses, Orderlies, Superin- 
tendents, Architects and Engineers endorse the 
“ORBIT.” “ORBIT” is in use in hospitals through- 
out the country. 


“HOSPITAL HELPS NO. 6” 


just issued, shows how simple and inexpensive it 
is to change from the old method to the “ORBIT.” 
Send for copy to: 


a oeo— — 


Patentees and Sole Manufacturers 


The Hospital Supply Co. 
155-7-9 E. 23rd St. New York 


Established 1898—Manufacturers of “ORBIT” Fixtures 
“CLIMAX” Sterilizers and “COSMO” Steel Furniture. 


NEW “ORBIT’’ METHOD 


OSPITa. SuPpLy co 

















ORBIT BED-PAN WASHER 
FREE STANDING MODEL 
Constructed and operated in 
the same manner as the 


Built-in Model. 
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- MIDLANI D 


LOHADOR * 


LIQUID SOAP 
DISPENSERS 





The latest development in liquid soap dispensers. 
Elimination of unnecessary working parts has 
made the Lohador Dispenser trouble free and 
sure acting at all times. 


Non-corrosive metals used in the assembly assure 
a free, full flow without danger of clogging. Per- 
fectly balanced, the Lohador Dispenser will not 
tip over yet it is light enough to be easily moved 
from place to place. White enamel and heavy 
nickel finish. 


TRAY TYPE 


The BABY LOHADOR Tray Type DIS- 
PENSER shown above is the ideal equipment 
for nursery and all uses that require the soap to 
be carried from room to room. The same care 
in building the tray dispenser has been followed 
as in the foot pedal. Positive trouble free and 
continuous service is to be had with this equip- 
ment. 


Write Midland regarding the free use of this 
modern equipment. FOOT PEDAL TYPE 





~ MIDLAND CHEMICAL ‘LABORATORIES, INC. 
DUBUQUE, IOWA 
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The Value of 
Colloidal Silver 


From the ancient days of the Arabian physicians, Geba 
and Avicenna, has come the use of silver as a therapeutic 
agent. Its best modern exhibition is in the form of NEO- 
SILVOL, a silver protein product which is therapeutically 
effective without causing irritation, and which leaves 
no dark tell-tale stains. 
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Neo-Silvol Contains 20% Silver lodide 
in Colloidal Form 


Note these facts: Neo-Silvol is fatal to the gonococcus, 
streptococci, staphylococci, pneumococci, and Micro- 
coccus catarrhalis. Against streptococci and staphylococci 
it is as actively germicidal as pure phenol—and applicable 
in much more concentrated solution. Against the gono- 
coccus it is 20 times as active as pure phenol. Yet Neo-Silvol 
does not precipitate tissue chlorides, nor does it coag- 
ulate cellular albumin; weak acids or alkalis or dilute 
alcohol do not precipitate it. 
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Neo-Silvol should be at hand for use in treating infec- 
tious inflammation of any mucous membrane—in eye, 
ear, nose, throat, urethra, or bladder. 


HOW SUPPLIED 
In 1-oz. and 4-oz. bottles of the granules.—In 6-grain capsules, bottles of 
50, convenient for making solutions. — As a 5% ointment in 1-drachm tubes. 
—In the form of Vaginal Suppositories, 5%, boxes of 12 
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Shall we send you a sample of the capsules? 


DO yr 


PARKE, DAVIS & COMPANY 
DETROIT, MICHIGAN 
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NOW READY 


We have just 






issued 
















devoted to a discussion 
of May, June, and July 
HAY FEVER 
wh “J UN & ~ and in this bulletin the 
| -y ULy.* chief causative plants 
HAY-FEVER are illustrated in natu- 


MEG 

















Copy sent on request 






THE ARLINGTON CHEMICAL COMPANY 


YONKERS, N. Y. 
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“The fiercest extremity of suffering was steeped in 
the waters of oblivion, and the deepest furrow in 
the knotted brow of agony has been smoothed away 
forever.” —Otiver WeNDELL Homes, M. D., 


godfather of Anesthesia. 


In the Drama of the Surgical Theatre, 
Ether by Squibb 
Plays a Most Important Role 


In this never-ending drama, it is reassuring for the principals 


to know that, behind the scenes, E. R. Squibb & Sons are 


lence, purity and safety established by Dr. Edward R. Squibb 


over seventy years ago. 


“Ether (or Chloroform) by Squibb” on the surgical program 
implies that surgeon, anesthetist and hospital alike have done 


the utmost for the patient. 


E-R: SQUIBB & SONS, NEW YORK 


MANUFACTURING CHEMISTS TO THE MEDICAL PROFESSION SINCE 1858 
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Theres more 
than Good Quality... 


g ema twenty years this institution 
has contributed innumerable improve- 
ments and made possible many new econo- 
mies in the requirements of hospitals in all 
sections of this country. 


HygienicMade Products were developed 
and are manufactured entirely in our own 
laboratory, by the most advanced processes 
known and under constant and expert super- 
vision. They are made in 
the country, where fresh 
air, sunlight, fresh water 
and scrupulously sanitary 
surroundings contribute to 





If it’s 
HYGIENICMADE 
.. it’s dependable. . 
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in Hygienic products- ( > 


the production of the finest possible ma- 
terials for their various purposes. Thus, an 
experience of twenty years, and practically 
unlimited facilities, are constantly at the 
service of those whose needs are entrusted 
to this institution. 


And, in addition, a nation-wide service of 
supply enables this institution to render really 
helpful and practical assistance in the selec- 
tion of surgical dressings 
best suited . . . and so most 
useful and economical... 
to the individual require- 
ments of each hospital. 


HYGIENIC FIBRE COMPANY, INCORPORATED 


A NATIONAL INSTITUTION of SERVICE to the HOSPITAL 
General Sales Offices: 227 Fulton Street, New York City 


Branch Sales Offices in Boston, Philadelphia, Newark, Buffalo, Atlanta, Detroit, Chicago, 
St. Louis, Denver, Omaha, San Francisco, Havana. Cuba, and San Juan, P. R. 


Consult Local Telephone Directories for Addresses. 
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TREASURY DEPARTMENT _ orisinat, 


UNITED STATES INTERNAL REVENUE ORDER FORM FOR OPIUM 
OR COCA LEAVES, OR COMPOUNDS, MANUFACTURES, SALTS, 


DERIVATIVES OR PREPARATIONS THEREOF UNDER SECTION 2 
OF T , ADE RER 17, 1914. SERIES 


OF 1923 


For your complimentary supply 
send us Harrison Narcotic Order, Series 1923, 


filled out as follows: 
One. . 25x % gr. hypodermic tab., PANTOPON 














(pantopium hydrochloricum) 
A pure water-soluble preparation for hypodermic or 
oral use containing all the opium alkaloids—used ex- ot nee aa awe 
. . oe . : ality im the above 
tensively in many conditions in place of morphine Spann 











To be filled in by consignor 
In place of morphine Sy 
try Pantopon and see whether owniante 
you do not prefer its action 
COUNCIL 


ACCEPTED @s 
DOSAGE: 


Use Pantopon in pre- and post-operative 
pain; in all other pains: gall-bladder, ren- 
al and ureteral colics, carcinomas, angina 
pectoris; in obstetrics; as an adjunct to an- 
esthesia. Obstetricians use )4 gr. once, be- 
fore another anesthetic. Surgeons use 
\ gr. before the anesthetic; post-opera- Hypo. Tablets 
tively, 4 gr. repeated, as required, at in- Ampuls 
tervals of 4 hours. Give 4 gr. where }; gr. Pounds 
morphine would be required. owder 
Oral Tablets 




















Note: Pantopon hypodermic Hospital 
tablets are now produced in a Packages 
highly soluble form. The neu 
tablet makes a perfectsolutionin 
hot water in about 10 seconds, 

















or in cold water in less than a 


ia 4 oc? minute. ae "ss r se) 
GheHoffinann-La Roche Chemical Works xk 
|}-—__ 19 CLIFF STREET 


MANE OF PERSON OF Fine IF MOT Am INDIVIDUAL \ 
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Hypodermic Tablets ('/3 gr.) Ampuls (‘5 gr.) 
Lots of 10,000 per M $16.20 Bee Oe Be ctiaidesseGee bes dbenesicsesdauae $7.00 
y Lots of 5,000 17.10 «Write to our Hospital Sales Department for com- | 
Lota of — rs 18.00 plete list of hospital prices on all ‘Roche’ products | 
Teuabe Of 25. ..cccsccccccccsecsecccsccesese 50 iu vhased direct. Large savings may follow | 


| HOSPITAL 
| PACKAGES 














‘Tie sand bars in front of 
Chatham, Cape Cod, fended 
off the Pilgrims ... Province- 
town was bleak and cold, so 
these seekers after religious 
freedom settled permanently 
at Plymouth,’ Massachusetts, 
just before the Christmas of 
1620. Would a kindlier cli- 
mate have softened the Pil- 
grim austerity? It is only 
conjecture, but in missing 
their more southerly destina- 
tion, the Pilgrim develop- 
ment of New England was 
assured. 
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URITY is the basis of a satisfactory alcohol for hospital 
use. “Everclear” Alcohol meets every requirement 
imposed by strict medical standards. 


“Everclear” Alcohol is always odorless, always clear. 
These qualities are infallible indications of purity. An 
exclusive process of distillation, originated at our plant 
in the grain fields, is largely responsible. And the fact 
that “Everclear” Alcohol is refined to a degree beyond 
the requirements of the U.S. Pharmacopoeia reacts to 


your advantage. 


This is number 3 of a series depicting histori- 
cal periods in the development of America 


COMMERCIAL ALCOHOL CORPORATION 
420 Lexington Avenue, New York, N. Y. 


Plants: 


Pekin, Ill. Philadelphia, Pa. Gretna, La. 















































Every CAN chock full of perfect 
fruit—no excess liquid—no wasted 


5eec ee 


space—each packed with a uniform 





number of servings—Edelweiss Fruits 
give you the utmost in quantity as 
well as quality. Sun ripened on the 
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trees, and packed where picked, they 
come to you with all their luscious 


goodness sealed in. 


You can buy too, with full assurance 
of getting exactly what you order, 
for there’s not a particle of variation 
from one season to the next in 
Sexton specifications. Every step 
from picking to shipping is planned 





for your convenience and economy. 





Our guotations now avatilablk 
for the new season’s pack 
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JOHN SEXTON & Co. 


Manufacturing Wholesale Grocers CHICAGO Established 1883 


DISTRIBUTING WAREHOUSES 


ALBUQUERQUE.N.MEX. DENVER,COLO. MINNEAPOLIS, MINN. PHILADELPHIA,PA. 

BOSTON, MASS. DETROIT, MICH. NEW ORLEANS,LA. PITTSBURGH, PA. 

BUFFALO,N.Y. DUBUQUE, IA. NEW YORK.N.Y. PORTLAND.OREGON 

CINCINNAT 1, OHIO. HOUSTON, TEX. OMAHA, NEBR. ST. LOUIS, MO. 

CLEVELAND,OHIO. KANSAS CITY,MO. OAKLAND,CALIF. SPOKANE,WASH, 
WASHINGTON, D.C. 
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® J. S. & Co., May, 1929 








HEIDBRINK 


—gives you another safety 
factor in Carbon Dioxid 


You can solve many of your most difficult 
problems by administering Carbon Dioxid 
to assist the patient to ride through 


smoothly and safely. 


In this new technique the Heidbrink 





stands without a _ peer because, with 
its Carbon Dioxid Attachment, it provides 


a quick, easy, and safe means of 





administering any quantity of 
Carbon Dioxid as, and when, de- 


sired. 


Our new Catalog will 
give you complete and 
profitable information. 
A copy will be 
forwarded 
promptly, on re- 


quest. 





THE 


HEIDBRINK 
COMPANY 


MINNEAPOLIS, MINNESOTA, U. S. A. 
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From thertest lubes 


Science 


The glass walls of a test tube form the 






boundaries of a world apart - - - the world of 











chemical research, in which the laws of Nature, 
supplemented by the ingenuity of man, produce 








modern miracles and add new wonders to civilization. 







The world of the test tube is to a large extent responsi- 
ble for the success of Ohio Gases, for within our labora- 










tories were discovered many methods of betterment that 
have made these gases the first choice of anesthetists. 












The present quality of Ohio Gases has been developed, main- 
tained and improved by means of constant, unrelenting research ef- 
forts. The resulting gases cannot help but approach closer and closer 






to perfection as the years pass. 







When anesthetic gases of a higher purity are discovered within the test 
tubes of chemical research, it is safe to wager that an Ohio chemist will be the 






discoverer! 













ETHYLENE NITROUS OXID OXYGEN 
ETHYL CHLORIDE CO2-OXYGEN MIXTURES CO2-ETHER 
CRESOL DISINFECTANTS GREEN SOAP, U.S.P. 


















GexnisirtrorRa 









The Ohio Chemical and Manufacturing Co. 


Pioneers and Specialists in Anesthetics” 


Cleveland 












New York Boston St. Louis Washington Hoboken Minneapolis 


Chicago Detroit Kansas City Cincinnati Dallas Birmingham 
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COLUMBIA PRESBYTERIAN MEDICAL CENTER 
CHOOSES KNY-SCHEERER EQUIPMENT 


Columbia Presbyterian 
Medical Center, colossal 
humanitarian project 
comprising nine separate 
institutions and covering 
thirty acres of ground. 


Physicians’ Examining Room in the Harkness 
Private Pavilion of the Columbia Presbyterian 
Medical Center. One of sixteen completely 
equipped by Kny-Scheerer. 


Amphitheatre in the Presbyterian Hospital of 
the Medical Center. The table is the famous Kny- 
Scheerer Model 3 Universal Sy Table, 
the most popular in the world. There are 15 such 
tables throughout the institution. 


KNY-SCHEERER CORPORATION, 233 Spring Street, New York City 


LREADY almost 15,000 
A pieces of Kny-Scheerer 
equipment — surgical instru- 
ments, furniture, enamel ware, 
glassware and sundries—have 
been installed in the Columbia 
Presbyterian Medical Center—a 
remarkable tribute to the ad- 
vanced design, the perfection of 
quality and the complete reliabil- 
ity of Kny-Scheerer products. 


ey 


REGISTERED 


ALWAYS AT YOUR SERVICE 


‘DIVISION OF VADSCO SALES CORPORATION 
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SCIENTIFIC 
ILLUMINATION 








of the operating field is 
of equal importance 
with scientific precision 
of operating instruments 
and scientific treatment 
of each individual oper- 
ative case. 














The 


SCIALYTIC SHADOWLESS 
OPERATING LIGHT 


scientifically designed to meet the strictest requirements of the 
most exacting surgical practice, is the only operating light in ex- 
istence which is 1000 efficient in design from an illuminating en- 
gineering point of view. That is why imitations of the SCIALYTIC 
principle—always omitting one or more SCIALYTIC basic fea- 
tures, can only approach SCIALYTIC efficiency—never equal it. 


Insist on the true SCIALYTIC light—embod y- 
ing ALL SCIALYTIC features—in your clinic. 





INSTALLED IN OVER 5000 LEADING HOSPITALS f Se 
; CORPORATION 
’ AMERICA 

Send for Booklet No. 10 2 Atlantic Building 


Philadelphia, Pa. 
Without obligation please 


SCIALYTIC CORPORATION f cond - ns ~ ad 


OF A RIC Name.... 


ATLANTIC ‘ 
BUILOING 





































HOSPITAL PROGRESS 


: 


as (RE 
: id ea i oly. 


hn 7\-a-.- ‘: 
ia: 


eo 
— 


tll cen oor 











HOSPITAL PROGRESS 


| ; Crescent — 
| Pioneers Again. 
The NEW AM-2 


« «a Dishwasher in which are united Crescent experience 
and Hobart engineering and manufacturing skill. 


« « incorporating the most outstanding improvements since 
the introduction of the Crescent Revolving Wash. 


«+ which, in addition, retains all features of compactness, 
reliability, stamina and adaptability which have made 
Crescent Model AM the most popular dishwasher 
ever built. 


« « bringing to you, at no increase in price,a machine with 
Hobart splash-proof motor . . . integral ball-bearing 
motor and pump unit ... external overflow and drain 
control ... heat concentrating equipment ... single- 
unit wash and rinse control . . . ball-bearing wash 
arm ...tray-height door openings . . . shock-absorbing, 
counter-balanced doors, and many other refinements. 


« «in Monel Metal, Copper or Galvanized Iron. 


Let your Kitchen Outfitter tell you more about 
this new Model—or write us for Booklet HP-5 


CRESCENT DISHWASHER DIVISION 


The Hobart Manufacturing Company 
Electric Food Preparing Equipment 
London TROY --- OHIO Toronto 


HOBART 
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Safety First—last and always 
the new BUFFALO” caoprrr 


ae tai hes A: LAST a 100% SAFE Food Chopper. The New 
knife shaft. Model “BUFFALO” is the last word in modern time, 
food and labor saving kitchen equipment. Built by the 
makers of the first power chopper in the world, the 


result of over 60 years experience in manufacturing 








meat chopping machines. 
EXCLUSIVE SAFETY FEATURES OF THE 
NEW “BUFFALO” CHOPPER 


Knives ; ae : Top plate covers over half the bowl. Knife guard comes down 
are never Be =! ew to the bowl, making it as near fool-proof as possible while the 





> od! . _ | “ . 
exposed % , knives are running. 

A simple device stops the knives while the bowl is running. 
Knives can be stopped while bowl continues to revolve, eliminat- 
ing all danger when removing food from the bowl! This gives 





perfect control over food being chopped. 








Bowl can be started or stopped while motor is running. NEVER 
—during operation of removing the bowl, or at any 
Top plate cannot be raised 


other time—are the knives exposed! 
until kniv es Stop ret olving 


Equipped throughout with ball bearings. Motor is 
fully enclosed. Operated from light socket. 


* 


Bowl is removable—safe and 


easy to clean. i . 
Over four thousand in daily use 





for over sixty years 





John E. Smith’s Sons Co. Sane of SEO on Broadway, Buffalo, New York 

















If a catastrophe 
happened in your hospital 


could you meet relatives and BRUNSWICK: 
friends and say, ie, KROESCHELL 


“We had the best fire escape’’? Tdi REFRIGERATION 








In 
Detroit 
Keceiving mospital Hospitals . 
City of Detroit Brunswick-Kroeschell Refrig- 
eration serves 11 hospitals in 
the Detroit district. These institutions have a bed 
capacity totaling about 5,000. Included in this group 
are the well known Harper Hospital, Herman Kiefer 
Hospital, University of Michigan Hospital, Henry 
Ford Hospital, Grace Hospital, Municipal T.B. Sana- 
torium, Highland Park Hospital, Wyandotte Hospital, 
Receiving Hospital, Wayne County Morgue, and Mich- 
igan State Psychopathic Hospital. 











aw 
Regardless of Fire, Smoke and Gases, Patients, 
Nurses and Internes can easily escape without 
inconvenience or mishap. J 


Brunswick-Kroeschell Refrigerator System Installed 


Hospitals all over America are fast being in Henry Ford Hospital, Detroit. 


equipped with Potter Tubular Fire Escapes. BRUNSWICK-KROESCHELEL COMPANY 
Write for Details and Specifications; also list of Refrigerating to Ice Making Machinery 
Hospitals now equipped. NEW BRUNSWICK,N,J. - CHICAGO, ILL. 


POTTER MANUFACTURING CORP. BAANCHES, AGENCIES AND SEAVICE IN PRINCIPAL CITIES 
1859 Conway Bldg. CHICAGO, ILL. 


Exclusive Manufacturers of the Potter Tubular Fire Escape 


























HOSPITAL PROGRESS 


CRAFTSMANSHIP 


is the first element in 


VAN KITCHEN EQUIPMENT 





AN CRAFTSMEN have at their hands the most 
ingenious machinery, the most durable materials 
and the latest scientific designs — to which they add 


their own incomparable skill of manufacture. Not 








by chance has the Van plant grown from a modest 





origin seventy years ago to the largest kitchen equip- 








A specially de. 
signed machine 
in the Van Fac- 
tory bends pipes 
to any desired 
shape. 








Those who use and those who specify equip- 


ment factory in the world. It is the personal pride of ment invariably prefer Van products— because 
ary V afes - a ae Se 3 of low cost, negligible upkeep and long life. 
every Van Craftsman that his handiwork shall be Shown here is part of a recent Van Kitchen in 
the Christian B. Holmes Hospital, Cincinnati, 


superior to any you have ever known, shall cost less Ohi 
Jd 10. 


than you expect, and outlive your expectations for it. Samuel Hannaford & Sons, Architects. 


The Great 


ee he JonnVan Range @ 


in the 
EQUIPMENT FOR THE PREPARATION AND SERVING OF FOOD 
Cincinnat 





DIVISION OF ALBERT PICK-BARTH COMPANY. INC 


Chicago Sales Office Detroit Sales Office New York Sales Office 
1200 West 35th Street 180 East Larned Street 38 Cooper Square 


See SWEETS, pag 
C4040 to C4045 for 
important architec 


tural information 
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-{ This advertisement is directed particularly to hospitals now using our j/+ 


Dougherty’s “Faultless” Obstetrical Knee Crutch 


No. 2312 
Obstetrical Bed 


These 
“F aultless”’ 
Knee Crutches 


| add materially to the 
efficiency of the deliv- 
ery bed. They are ad- 
justable in height, can 
be set at any angle 
and can be detached 
if desired. 

Cradles are of pol- 
ished MONEL MET- 
AL, felt lined; heavy 
nickel plated supports. 


Inquiries are Solicited 


H. D. Dougherty & Company 


“Faultless” Aseptic 
Hospital Furniture 


Philadelphia | 


Pennsylvani 

















“Excelsior Safety Aseptic Syringes” 
McElroy Mineral Packed. 


=O 


Made in Variety of Styles 
and Sizes to Take Care of 
Every Need. 


o o 
Illustrated folder sent on 
request. 


Order through your regular 
Hospital Supply House. 


MEDBRIDGE SUPPLY COMPANY 


2nd and Gore Streets, East Cambridge, Mass. 














See Our Exhibit 
Booth No. 95 


DEPUY especially invites the Sis- 
ters who visited our Booth last year. 
Sisters who are not acquainted with 
us are also cordially invited. 

Our demonstration of Fracture 
Appliances will prove interesting to 
every Sister who calls. 

The large assortment of Aluminum 
Splints and Fracture Equipment rep- 
resents 34 YEARS OF PROGRESS. 


DePuy Manufacturing Co. 


(Oldest and Largest Manufacturers of Fracture Equipment 
in the World.) 


WARSAW, INDIANA. 





























VEPREDEEUREGGEEE 


ULE 


| Y 
(outaneous | (6arbuncles 
Disorders . 8 | | Boils, Ulcers 











In the treatment of superficial Carbuncles and Boils 
especially those of the face, hands and neck, a minimal scar and good function 
of the involved areas are exceedingly important factors. In these cases, 
hygroscopic Antiphlogistine offers the physician a therapeutic agent which 
frequently yields optimum results. In combating a possible infection by the 
endermic route, the physician will invariably gain the gratitude of the patient, 
particularly in these cases where, for cosmetic reasons, large incisions are not 
desirable. 


In certain types of Cutaneous Disorders 


° . e 


embodying the soothing, antiseptic and antipruritic qualities of boric 
and salicylic acids PLUS the nutritional and antifermentative properties 
of c.p. glycerin —will be found of definite therapeutic value. 


In Indolent Ulcers 


not due to specific pathogenic organisms, Antiphlogistine’s hyperemic action 
will dilate the capillaries, bring more blood to the area, stimulate local circu- 
lation, promote tissue nutrition and hasten the absorption ofassimilable exudate. 


THE DENVER 


Samples 
» 163 Varick Street, 
on Request 4 New York City. 


CHEMICAL MFG. CO., 


PUCUEROUUUUEENOETL 








Ms ones 




















Gynecologically Correct! 


Evexy gynecologist knows that wferine pain, whether due to dis- 
placement, functional disorders, or inflammation, is, at times, one 
of the most intense that the human organism endures. 


Every gynecologist conversant with the use of 


also knows what a larger measure of comfort can be brought to the 
patient by the simple insertion of a tampon prepared with this 
hygroscopic, thermotherapeutic agent. 


In cervicitis and endocervicitis, where there 
is often considerable sensation of weight 
and bearing down in the pelvis, the 
ANTIPHLOGISTINE tampon, by inducing 
an abundant serous transudation, is con- 
sidered by leading practitioners as the 
depletant and supportant agent of choice 
in the management of these conditions. 


Many gynecologists also find this tampon 
useful for the purpose of exciting pressure 
and giving support in the gradual re- 
placement of a retroverted uterus. In such 
cases, the tampons should be small and 
the string to each one should be long 
enough to reach from the vaginal vault to 
a point well outside of the introitus. 


THE DENVER CHEMICAL Mec. Co., 
163 Varick St., New York City. 


Dear Sirs: You may send me a complimentary copy of your booklet “Pregnancy 


Its Signs and Complications” (sample of Antiphlogistine included). 


8 oe waoe or tg 
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Hospitals and Institutions Require 
the best in 

Cooking 

Equipment 


Note the excellent arrangement of the 
various units as shown, also the gener 
ous use of Monel Metal in these instal 


lations. 


Ease of operation is further obtained 
through a careful selection of the right 
kind of equipment to produce a well 


balanced food service department. 


CLEVELAND RANGE INSTALLATIONS . 


fully meet the most rigid requirements. car eRe 


. . ° . St. Thomas Hospita 
Well planned—because our Engineering Department is Akron, Ohio 
° ° . . . ercy Hospital, 
skilled in working with architects and owners to produce Cadillac. Mich 
aT. ; a. +4 ; > am ta t suke’s Hosp al, 
operating efhciency. Thevcland Obie 
Well built in every detail—because “C. R. Co.” equip- otre Dame College, 
ment is designed and constructed in our own plant under ! 
experienced supervision. 
From the day you place your order to the day of 
completion, Cleveland Range installations proceed “on 
schedule.” We work with you. 


THE CLEVELAND RANGE COMPANY 


Manufacturers and Distributors of 
“Everything for the Kitchen and Dining Room” 





General Offices and Factory, 


CLEVELAND, OHIO 


Gentlemen : 
E77 e We would like to hear further with reference t 
facilities to serve us on ice ‘ 


Old, O77 Send us your latest Catalog 
We are in the market for 
O (OA Institution 


Care of.... 








Address... . 
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HOSPITAL 
BAKE SHOP AND 
KITCHEN USE — 


Century Mixers produce 
greater yield, they work 
faster, waste less and are 
much more sanitary than 
human hands. 


They mix, whip, mash, 
slice, grate, crumb, strain 
and perform many other 
labor-saving duties. 


May also be had with 
steam jacket for heating, 
boiling or cooling while 
mixing — many exclusive 
mechanical features. 


Write for 


USE 
CENTU 
MIXERS FOR : 


Beatin 
Cold sinye® 
Croquettes 


'Y stock 
vc ae Cakes 
Grinding s vices 
aTinding 

z mez 
lash & Meats 


Sausage 
Slicing fruits 
Slicing Vegetable. 
Soup stoe . 
§training Soups 

v file Potato pies 


a 
Mixing doughs 
onfectionery 

cake batters 
& ke ah fillers 
“ake fillings 
ue Sauces 
°Zen cust. 3 
€Tingue _ 
“incemeat 
folls, muffins, ete 
Upping cream 


AND 


[so 


Quiet Trucks 


OLSON trucks, wheel stretchers and 
wheel chairs, throughout your in- 
stitution, move silently, save time and 
work and add to the general efficiency. 











Our institutional line includes a type 
for every use. Mop Trucks with new 
and improved wringers, tray trucks, 
dressing carts, tables, maid’s service 
trucks, laundry trucks, etc. 


Complete catalogs on request. 





DBeExnisirtrorRa 
See our Exhibit 
at 
The Fourteenth Annual 
Convention 
of the 


oT oes 
EVERYDAL® -  a\|/ } ‘ — 
USES sf j ; Catholic Hospital Association 


Stevens Hotel May 6 to 10 
Booth No. 49 


descriptive bulletin 


The CENTURY 
MACHINE COMPANY 


4436 Marbu rg Ave, Oakley, Cincinnati Ohio 























The Colson Company 
Elyria, Ohio 


Branches in Principal Cities 





























If economy in temperature control 
means anything at all to you, it 
should mean YORK Refrigeration 
and the advice of YORK engineers. 


wantec — wohnen 
ever and whereve;z 
wanted — with 
YORK Refrigera- 


Just a letter—and a YORK 
engineer is on the job 


YORK 


ICE MACHINERY CORPORATION 
K 
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Mixing 





Beating 


A READ 


for all 


KITCHEN DUTIES 


Whipping 
Mashing 
Creaming 


A Read will do it 
and do it better 


Write for Catalog 


Grinding 





















a ss 
4 ie 
e The Tea Bag, for 
8 Individual Service, 
8 makes a double ap- 
8 peal to the dietitian. 

Be fh . 

x Chere is less waste, 
be and the patient is en- 

xox 

% abled to govern the 
oe ° 

% strength of the bev- 

x erage. 





‘ ARISTON ORANGE PEKOE 
“The Aristocrat of Teas” 


A majority of our customers use Orange 













Pekoe Tea, but we also put up a corresponding 
% grade of Japan Green Tea in the 











Individual Service. 

% ‘These Teas are selected for their 

% delicacy of flavor and_ superior 

Re 

% strength. 

x 

% You May Have Samples Upon Request. 

& % 
O% 





armen te iy pen “7 oMees crn ete gan eg tte be 2 eae 
‘shmatiow Topping 


Calumet Tea & Coffee Co. sorcncsnen 

























“ELECTRIC” 
HOSPITAL 


DUMBWAITERS 


Push button control electric motor 
operated dumbwaiters provide the 
quickest, safest and most efficient 
way of handling the hospital food 


problem. 


The “Electric” 


is safe, silent and 


costs very little to operate. The 
“Electric” is manufactured in a num- 
ber of sizes with any type of push 


button control. 


The “Electric” 


prisingly low. 





installed cost is sur- 
It is sold installed 


or F.O.B. factory. It can be installed 
by local mechanics from the very 
complete instructions and drawing 


we supply. 






Let us send you our catalogue 


‘ és ” 
ISTONs Ea ay OUMBWAITERS Sleclrica DUMBWAITERS 
iaMaln--taun caveats ELECTRIC DUMBWAITERS INC, 


BUFFALO,N.Y. 
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The St. Joseph Hospital, 
Kansas City, Mo., McCray 
equipped throughout. Typ- 
ical of the institutions in 
which McCray refrigerators 


are rendering — and 
economical service 





aay me 


OS 









“iat 
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| pleneiad size and style of refrigerator necessary in the 
general and in the diet kitchens, in the laboratory and 
in the mortuary, is available in the complete McCray line. 

And the same high quality which has made the 


McCray nameplate the sterling mark on refrigerators is 







For Every Refrigerator Need 
~ im thes HOSPITAL 






built into every hidden detail of every McCray model. 

In the hospital, where food must be fresh, and where 
operating expenses must be kept down, McCray refrig- 
erator service is of exceptional importance. For McCrays 
keep food better, longer, at less 











expense for ice or current. McCray 

































quality has been proved in 40 years 
of service. 
Mechanical refrigeration of any 


MECHANICAL 
REFRIGRRATION 


of Any Type 


type may be used with all McCray 
models. No changes are necessary, 
the cooling unit can be installed 
immediately. And the McCray 
standard of construction insures 
efficient, economical service with 


CAN BE USED 
with the 


McCRAY 











either ice or machine. 

The new McCray No. 332, illustrated here, with por- 
celain lining, pure corkboard insulation, furniture oak 
exterior, represents the highest achievement in our 40 
years of fine refrigerator building. 

See the new McCray models at the salesroom near 
you, or write for catalogs and information regarding 
equipment to meet your needs exactly. 

















The New McCRAY No. 332, porcelain lined. 
Especialiy adapted for hospitals and institutions. 





WORLD’S 


LARGEST MANUFACTURER OF 


McCRAY REFRIGERATOR SALES CORPORATION 
965 Lake St., Kendallville, Indiana 
Salesrooms in All Principal Cities {See Telephone Ditectory} 














REFRIGERATORS FOR ALL PURPOSES 








MESCRAY REFRIGERATORS 
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An auxiliary 


to modern preventive 


medicine 


PHYSICIANS appreciate the aid of 
Kellogg’s ALL-BRAN in constipa- 
tion cases because it is primarily 
a preventive in its action. 

ALL-BRAN supplies, in generous 
quantities, the bulk so conducive 
to proper peristaltic movements. 
And since this bulk corrects and 
prevents constipation naturally, 
ALL-BRAN is being recommended 
more and more generally every- 
where. 

Because ALL-BRAN is 100% 
bran, it is 100% effective. Part- 
bran products are never as effective 
as Kellogg’s ALL-BRAN. 

Patients enjoy Kellogg’s ALL- 
BRAN. Served with milk or cream, 
with fruits or honey added, its ap- 
petizing nut-like flavor makes a 
“pleasing prescription.” In cooked 
dishes, it is a delicious addition. 

Made by Kellogg in Battle Creek, 
Michigan. Sold by all grocers. 
Served everywhere. A full-sized 
package of ALL-BRAN will be 
mailed free to any doctor upon 
request. 


ALLBRAN} 2 


eon mae 
Hue & healy 
ALL-BRAN || “"333 


KELioce 
ean com a 
A CTE sey — — 














Thorner’s 
Silver Service 


Illustration features Thorner’s Improved Three Com- 
partment Hot Water Plate. Tea Set with reinforced 
bands, hard metal hinges, Silver Soldered and one- 
piece unleakable bottom. Covered Soup Cup with 
Silver Soldered handles. Sherbet Dish, Gravy Boat, 
Individual Napkin Ring and Tray Marker, Bud Vase, 
Salt and Pepper Shakers and Superior Grade 
Sectional Flatware. 

Illustrations and estimates submitted upon request. 


Thorner Bros. 
Importers and Manufacturers of Hospital Supplies 
OUR NEW ADDRESS: 

135 Fifth Ave., New York City. 

















TAX FREE 
ALCOHOL 








Buy your Alcohol for your 
hospital direct from the 
distiller. We are in posi- 
tion to give you the best 
of service. 

We shall be pleased to have 
you write us about your 
requirements. 


Manufactured and Sold by 


Nar 


p STILL! 


79-83 E. Buffalo St. Milwaukee, Wis. 
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NO 459 
HOSPITAL 
GLASS 





THE MARK JA OF SERVICE 


—_— Glassware Supply 


House will serve you with 


samples and prices of rN 
Tumblers —all sizes and de- 
signs. Guaranteed to Outlast 
them all. The Whole Glass 
Strongly Constructed. Costs 


less, but lasts longer. 


HAZELATLAS GLASS Co. 
WHEELING. W.VA. 


* TUMBLER - MANUFACTURERS 





WORLD'S + LARGEST 
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It’s worth more to you to have 
the supplies you use good than 
to have them cheap. We think 
our prices are consistently low, and 
a good many hospitals think so too 
But when we are considering an item 
to be included in our stock, we in- 
vestigate its quality before we think 
of its price. Every single item in 
our stock—and we carry thousands 
of hospital necessities—whether it 
be a safety pin or a large 
piece of equipment, is se- 
lected in the belief that 
’ it is the best quality for 
institutional use. Few hospital su- 
perintendents have the time to study 
markets carefully, or to make ex- 
haustive tests on qualities Many 
find it more profitable and less time 
wasting to buy from sources of sup- 
ply in which they have confidence 
that the quality will be right and 
the prices fair. Many hospitals find 
WILL ROSS, INC., a satisfactory 
source of supply. If you haven't 
our catalogue, we'll gladly send a 
copy 
We'd be interested in figuring 
on your student nurses’ uni- 
forms We operate a well 
equipped factory for manufac- 
turing hospital garments 











EXHIBITOR 













C. H. A. 1929 
Convention 
May 6-10 

Chicago, Ill. 


of all kinds. 





















WILL ROSSixc. 


WHOLESALE HOSPITAL SUPPLIES 
MILWAUKEE. 
' 3) NATIONAL DISTRIGUTORS OF 


“SAMS ORG” 
THE IDEAL 
ABSORBENT 
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SOLD DIRECT TO YOU 


RANDLES MAKE OF 
PRE-SHRUNK UNIFORMS 





The materials in all of our pre- 
shrunk uniforms are washed 
and ironed in the piece before 
the garments are made. 


The uniform illustrated is only 
one of the many uniforms that 
we make. 


We make a specialty of Student 
nurses’ uniforms for Training 
Schools and hospitals. And will 
make up your style and pat- 
tern, if you so desire. 





Every Hospital Superintendent, 
every Nurse and every Doctor 
should write for our illustrated 
catalogue and samples. 





RANDLES MFG. CO. 
Ogdensburg, N. Y. 















































Indispensable in the Sick Room 


Amphion sanitary trays are ideal for many uses in 
the sick room. When not in use they are easily 
folded and may be placed away conveniently. 
Sturdily constructed of either cadmium plated steel 
or Wear-Ever aluminum. Cadmium-plated trays are 
furnished in colors only—size, 15% x 20%. Aluminum 
trays are furnished in colors or plain metal finish— 
sizes, 15354 x 20% and 16% x 22%. 


Complete information and prices on request. 


The Hardware Specialties Mfg. Co. 
Bruce Ave., Stratford, Conn, 


















“KLEEN -K WICK” 


THE EFFICIENT ELECTRIC 
HOSPITAL DISH WASHER 


Especially Adapted For 


DIET KITCHENS 











NO PLUMBING 
NECESSARY— 
UNLESS 
PERMANENT 
INSTALLATION 

IS WANTED 


No. 3514 — PAT’D 


FRIEDLEY - VOSHARDT CO. 


733-37 S. Halsted St. 


CHICAGO, ILL. 


MILWAUKEE, WISCONSIN—853 Grant Boulevard 
ST. PAUL, MINNESOTA—Room 28, Ryan Building 
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More Co tor in HospitAc INTERIORS 


No QUESTION about it any more. It is neither a pass- 
ing fad, nor a mere theory. People have accepted 
more and brighter colors for their living-rooms. 
offices, their automobiles—even pots and 
pans in the kitchen taken 
And the use of color in hospitals has been proved 


scientifically suitable and beneficial. 


their 


have on vivid hues. 


If you have started to make your hospital more 
cheerful by the use of color, don’t stop before you 
consider china. If you haven't started, a good place 
to begin is with your china. Colorful china gives 
even the best tray service an added appeal to the 
patient and helps to create a more home-like 
But be 


atmosphere in personnel dining-rooms. 


sure to choose the right china. 


rory SYRAC 


IVORY 


Syracuse China you 


By 


achieve more color in two ways. First. the color of 


selecting Old Ivory 


the china itself. Instead of the usual, rather cold 


white it has a warm, mellow ivory tone. Second, 


the beautiful new patterns now available 


offer gorgeous color combinations and very striking 


many 


designs. 

With all this added beauty and added color you 
lose none of the practical qualities so necessary in 
hospital china. Old Ivory Syracuse China is just as 
suitable for practical hospital use as the white 
Syracuse China which has for years been used in 
more leading hotels, clubs, restaurants, hospitals 
and dining-cars than any other china. If you haven't 


started, start. Onondaga Pottery Co., Syracuse, N. Y. 


USE CHINA 
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SINCE 1852 


Duparquet has maintained a standard of manufacturing Kitchen 
Equipment that has been excelled by none. § When next in the 
market for one piece of equipment or an entire outfit consult with 
us. We will give you unbiased advice and will not recommend 
equipment unless suited for requirements. 





St. Anne’s Hospital, Chicago, II. University of Notre Dame, Notre Dame, 


St. Bernard’s Nurses Home, Chicago. Ind. 
St. John’s Hospital, Springfield, III. Battle Creek Sanitarium, Battle Creek, Mich. 


St. Joseph’s Hospital, Chippewa Falls, Hurley Hospital, Flint, Mich. 
Wis. St. Vincent’s Hospital, Green Bay, Wis. 


22 EP ED DD) DD) ED) GED | 


DUPARQUET, HUOT & MONEUSE COMPANY 
312-314-316 West Ontario Street - - - CHICAGO 
NEW YORK BOSTON DETROIT 
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NO MATTER WHAT YOU 
WANT — WE HAVE IT! 


We equip 
hospitals. 
That is our 
business, and 
through our 
policy of giv- 
ing you just 
a little bit 
more for your 
money, we 
have grown 
to our present 
dominant po- 
sition in the 
hospital sup- 
ply field. 


We should be glad to 


meet you at the coming 


convention at the Stevens 


Hotel, Chicago. 





PULP VLP OLD VLP» — 


We manufac- 

ture our own 

hospital sup- 

plies, and our 

stock is, we 

believe, the 

most com- 

: ~ plete in the 
WO7410a Jefferson Desk. country. 


Write for prices. 


Quick Service — Highest Quality 


. STICKLEY BROS. CO. § Max WocHER & SON Co. 


Grand Rapids, Mich. 


eee 


“The Furniture which brought the 
home into the hospital.” 


ee ie 


PLPOLP OLD OL OLD! LVL OLIV LOL 


Surgical Instruments - Hospital Furniture 


29-31 West 6th St. Cincinnati, O. 


L 





























HOSPITAL PROGRESS 27A 


there's food for thought 
ina Price lag/ 


From Cape Cod to the Golden Gate, buyers of refrig- 
eration are asking us this question, “How can I 


judge value?” 


a 


Most certainly not by purchase price alone — since 


this figure merely represents purchase expense. But hd . 4 
“cost of ownership”—yes. Here is the accurate basis 
on which to judge value —for this figure includes » 


depreciation plus service expenses plus operating 


expense. 


Apply this thoroughly accurate measure to the Lip- 
man,—and the Lipman will soon be furnishing your 
refrigeration. You will recognize in its superior con- 
struction and design that it is built—not to a price, 


but to a result. This means lowest final cost. 


Efficient, compact, quiet—full automatic in opera- 


tion. Have a Lipman engineer analyze your refrig- 


eration requirements free of charge. No obligation. 


Send today. 


Lipman installations in many of the finest hos- 
pitals in this country are proving that their 
eperating economies combined with the Lipman 
Budget Purchase Plan actually enables users to 
pay for their installations out of savings over 
other methods of refrigeration. Send today for 
full information. 


ELECTRIC REFRIGERATION 


“NERAL REFRIGERATION COMPANY, BELOIT, WIS. [© Send Booklet “E-18" [© Send Engineer's Name 





Aids Sanitation! 


—the ever present problem 
in hospitals 


BALIZING the safety, economical and healthful 
R’ advantages in the rapid destruction by fire 
of all garbage and refuse — sputum cups, 
dressing materials, surgical waste, papers, old 
magazines, wilted flowers, contagious bedding, 
etc.— modern hospitals, both large and small, en- 
dorse Morse-Boulger Destructors. 


The Augustana Hospital, with its 260 beds, is one 
of America’s many modern hospitals that would 
not be without its Morse-Boulger Destructor. The 
Morse-Boulger installation meets all requirements 
and burns without offensive odor 300 Ibs. of gar- 
bage and waste per hour. It takes but a small 
part of one man’s time to operate. 

Combining the experience gained from 30 years in 
incineration, Morse-Boulger destructors help in no 
small measure to maintain the imperative neces- 
sities of spotless cleanliness and utmost sanitation. 
Our engineering department will gladly study 
your special problems and submit an estimate 


Mors HEAV SE- 


HOSPITAL 


eeu 









PROGRESS 















When attending the 14th Annual Conven- 
tion of the Catholic Hospital Association in 
Chicago, May 6-10, visit the Morse-Boulger 
Destructor installation at the Augustana 
Hospital, Garfield and Sedgwick Streets. 


Let us help you solve your problem 
Write for free leaflet, 


without obligation. 
for new or existing institutions. 


“In America’s Modern Hospitals.” 


STRUCTOR CO. 
New York City 


MORSE -BOULGER DES 
211 East 42nd St. 


INCINERATION 


-BOULGER 




















St. Charles Seminary, Overbrook, Pa. 
Paul Monaghan, Architect 


DOUGHERTY KITCHENS 
mean greater satisfaction 


The kitchens in the newly completed St. 
Charles Seminary, Overbrook, Pa., are 
completely equipped by Dougherty. 


To a growing list of leading institutions 
throughout the country Dougherty Kitch- 
en Equipment has meant greater reliabil- 
ity, economy and satisfaction for over 76 
years. 


Write for catalog 








J Everything ay 
1009 ARCH ST. 





XX 
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Phone Central 4672 


Hospital Heating 
a Specialty 


Glennon-Bielke Company 


Heating and Piping 
Contractors 
Engineers 





ay 










546 West Lake Street 
Chicago 
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“WEAR-EKVER” 


‘2 Qt. Thick Sheet Aluminum Pans 
(Regular Price $10.55) 


ERE is a chance to save nearly 30% on 
“Wear-Ever” Heavy Duty Hotel Sauce Pans 


—pans of a size that you can use every meal-time. Spe cl al Price 


Uniform thickness and density of aluminum 


make these pans heat evenly and quickly — an 
important advantage because it insures better 
cooking and a saving in fuel. Extra thickness at each 
bottom insures EXTRA years of service. —— : 


Order as many of either style handle as you 
can use and take advantage of this money saving Either Long or Loop Handled 
offer. Do it today as this offer is only for a " ~ 
limited time! Cover (extra) $1.25 
Prices are slightly higher Order Through Your 
west of the Rockies Supply House 























HEAVY DUTY HOTEL WARE 








—* another fine opportunity. For limited Ts WEAR . E VER” 


time, this 25-quart “Wear-Ever” Stock Pot 
' Thick Sheet Aluminum 


will be sold at a saving of nearly 30%. Order 25-QUART 


today from your Supply House. Deep Stock Pot 
‘(Regular Price 19.35) 


The Aluminum Cooking Utensil Company ° i be 
WVew Kensington, Pa. Specia ~~ J é aser 
MERE meses 


Warehouses: East St. Louis, Ill., Oakland, Calif. Price 
Cover (extra) $1.50 
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What Shall We Do With Patients’ 
Clothes? 











—The problem solued— 

















The “Stanley” Patients’ Clothes Container fills a 
long felt want and answers the daily question 
“what shall we do with patients’ clothes?” 

The “Stanley” Patients’ Clothes Container has many 
advantages over the present system in that our con- 
tainer takes up less space, is dust proof and will 
not wrinkle the clothes. 

Made of heavy brown, durable material, measures 
54 inches high, 18 inches deep and 8 inches wide 
and is provided with rust proof snaps to keep 
container closed. Will accommodate the necessary 
belongings of the patient. 

The clothes are hung on regular hangers and then 
suspended from the metal support inside the con- 
tainer. The bottom frame provides a place for 
hats, shoes or other articles. A loop over the 
opening of the container for identification tag is 
an added feature. The top and bottom frames 
can be removed and the container sent to the laundry 
or sterilizer. Very simple, good looking and un- 
questionably worthwhile. 

May we send one on approval? Price on applica- 
tion. 


STANLEY SUPPLY CO. 


Hospital Supplies and Equipment 


118-120 East 25th St., 
New York, N. Y. 





| 





MATEER ‘CORPORAI/ 


For hospital heuieion this light- 
running power washer has proved 
very economical in operation and 
upkeep, and surprisingly efficient. 
It has demonstrated its dependa- 
bility in hundreds of institutions 
where extreme economy was nec- 
essary. Regardless of its low 
price, the materials are of the 
best throughout. 
-Also Manu- Priced installed and running 
jacturers or on cars. 
of Write for Interesting 
Extractors, Catalog. 


Troners, EWMATEER Ec 


Steam Dry 
Since 1893 


Rooms, 
Ete. 233 W. Ontario St.. CHICAGO 


Tubs, Boards, 
Representatives in principal cities and in Foreign Countries. 














- "OS OILS, MASS.U.S.A. Was 
TOWELING 4c TOWELS 


SCRIM 4»> CURTAINS 
OXFORD 


IM WHITE AND COLORS 





= eQOrr MASS.U.S.A.\ Sum 
i, LOWELL, MASS. 
THE FIRST 


> ” egg! COTTON MANUFACTURING 
CENTER IN AMERICA 
~~ 


2.9. © 25 ee fo 





oO 
Kates 


det LOWELL MASS.US.A ia 
SINCE 1834 THE MOST SKILLED 
TEXTILE ARTISANS IN AMERICA 
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A U.S. Bread Slicer pro- 
duces six more slices from 
every loaf—by actual test 


HIRTY-TWO perfect, 

unbroken slices ... every 
lice exactly alike ... as fast 
is you can count ... from 
every Pullman loaf... in- 
stead of twenty-six uneven 
hand-cut slices. That’s the 
iverage with a U. S. Bread 
Slicer. And the thickness of 
the slices can be regulated 
from paper-thin to three- 
quarter inch at the touch of 
a finger. 

On hot bread, fresh from 
the oven, raisin or rye bread, angel food cake .. . the 
result is the same. There is no crushing, crumbling 
or breaking... every slice is perfect. The knife of the 
U.S. Bread Slicer is operating in two directions when 
it strikes the bread . . . revolving on its axis and de- 
livering a smooth sweeping cut at the same time ...a 
feature that you will find only in the UV. S. 

The saving in bread alone would make the U. § 
Slicer a profitable investment (many of our customers 
tell us that it pays for itself), but that is only half the 
story. The time and labor eliminated are factors too 
important to be overlooked. With a U. S. Bread Slicer 
the work of hours can be done in minutes . . . done 

better and cheaper. 

And the U. S. Bread 
Slicer is mechanically per- 
fect. Anyone can operate it 
with perfect safety. The 
knife can be restored to a 
razor edge in thirty seconds 
without removal from the 
machine. A patented end 
grip enables you to slice 


you cut more than ten 
loaves of bread per day 


U. S. BREAD SLICERS 
are furnished for hand or 
electric operation. The model 
shown is electrically operated 








each loaf down to a sliver. The machine is so con- 
structed that all parts coming in contact with food 
are easily cleaned and sanitary. The VU. S. will operate 
smoothly and with watch-like precision, year after 
year, with no other care than cleaning and oiling. 
But there is only one way to find out just what the 
U. S. Bread Slicer can do for you and that is to let 
us-put one in your establishment for a trial by dem- 
onstration. This can be done without placing you 
under the least obligation. If this slicer can’t sell 


itself... out it comes without costing you a penny. 


Just mail the coupon. 


612 North Michigan Avenue, Chicago, Ill. 

OC I would like to have your representative demonstrate the | 
Slicer for me. 

0 Please send me full details regarding the 1 


, ).S. Bread 
| monthly payment plan. 


), S. Bread Slicer and your 


Name 
By 
Address 


State 


U. S. SLICING MACHINE COMPANY 


Ham, bacon, cheese, hot 

meats ... even fruits and 

vegetables can be sliced 

quickly, easily and per- 

fectly, without waste, on 
a U.S. Meat 
Slicer. It is the 
world’s stand 
ard for meat 
slicers. 


612 North Michigan Avenue, Chicago, III. 


Urs. SLIC 


Factories: La Porte, Ind. 


CER; 
lds sBesk 
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As good as the 
day it was bought 


EITHER heat nor dampness nor the 

continual bombardment of X-rays 
affects the stable chemical combination of 
which a Patterson Fluoroscopic Screen is 
made. Handled with reasonable care, and 
protected by a suitable mounting a Pat- 
terson will give bright, clear images for 
years to come. 
But long life is not the only reason why 
Pattersons are preferred by leading roent- 
genologists—why 90°o of all fluoroscopic 
screens in use today are Pattersons. Their 
lack of grain makes the minutest details 
easily distinguishable. Their freedom from 
lag assures clear cut images of even mov- 
ing organs such as the heart. The bril- 
liant white light which they emit closely 
approaches the luminous quality to which 
the eye is most accustomed. 
The care of X-ray screens—both fluoro- 
scopic and intensifying—the correct way 
to mount them, and the proper way to 
clean them, is intelligently discussed in 
our new booklet. You will find this a use- 
ful treatise to file for reference. Write 
and let us know how many copies you 
can use. 


THE PATTERSON SCREEN CO., 
Dept. H.P.. TOWANDA, PENN., U.S.A. 


Patterson 





Screens 
INTENSIFYING - FLUOROSCOPIC 


Peeper hs > When you buy Patterson 
: Fluoroscopic or Intensify- 

img screens see that they 

are marked PATTERSON. 

It is the guarantee of 

Patterson quality —assur- 

ance that you have bought 

screens made by screen 

specialists, 











The Hidden Superiority 


In “Royal Archer No. 227 Ex- 
tra Heavy” Rubber Sheeting there 
is a thorough union of rubber and 
fabric—a built-in durability down 
under the surface. It is this su- 
periority, which only actual use 
can bring out, that stretches the 
life of this rubber sheeting into 
five—six—eight and even more 
years of satisfactory wear. “Royal 
Archer No. 227 Extra Heavy” is 
a most economical buy. Ask your 
dealer for it. 


| Archer 8% 
. Rubber Sheetings ‘ 


JARVIS & JARVIS, INC. 
DOUBLE DUTY 


No. Hospital Casters 


os HERE is a combination of 
. two rubber-tired 5-in. wheels, 

; forming the highest grade 

Caster, plus a pro- 

tective bumper. It 

is enthusiastically 

endorsed wherever 

installed, as it keeps 

down refin- 

ishing costs. 


SAVES 
WALLS, 


CASINGS, 
AND 


BASE 
A . BOARDS. 
<a . 


Gs.pe 


THIS Caster has all of our latest improvements and patented 
devices, such as spring socket, ball-bearing, Tobin bronze 
bushing, renewable rubber tires with broad oval or flat treads. 


WRITE FOR SAMPLES AND PRICES 


JARVIS & JARVIS, INC. 


205 SO. MAIN ST. PALMER, MASS. 
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HUMAN 
SKELETONS 


Adult and Newborn 


\ 
i 6 


Skulls, Pelvis, etc. 


Anatomical 
Models 


Obstetrical 
Phantoms 


Charts 


Pocket Guide of 
Human Anatomy 


(7 
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Pilz Manikins 
Chase Dolls 





Sole importers of 


Spalteholz 
Transparent Prepara- 
tions, Embryos all 
stages, etc. 


~~ 
Oo NS gs 


CLAY-ADAMS CO. 


IMPORTERS 
Steel Cabinet with telescopic 117 East 24th St. 
holder and first quality 
skeleton, $130, special. New York 

















ONE OF EIGHT LAMPS AT THE JEWISH HOSPITAL, BROOKLYN 


ZEISS 


“PANTOPHOS” OPERATING LAMP 











A shadow-free and steady source of light, 
approximating daylight, and conforming 
to aseptic requirements. 











Fitted with a 32 in. dia. concave mirror, 
it projects a 14 inch circle of light, when 
suspended 40 inches from the operatin 
GOOD REASONS Why Pr 9 icles 
Hospitals Should Buy 


Intensive and even illumination of the 
NORINKL pony surface and depth of the operating cavity 
1 Comfort for 4 Economical— with a 150-watt bulb. 
the Patient Lasts 5 years 


2, Less work & Easily No Shadow — No Heat — No Glare 
for the Nurse Cleansed 


. Price $505 f.o.b. New York 
4 Absolute— o Adjustable— 
Mattress— Does not 
Protection Wrinkle or slide 
CARL ZEISS, Inc. 
Indorsed by the leading Hospital 


and Nursing Authorities 

















485 Fifth Avenue, New York 


‘ Pacific Coast Branch: 728 So. Hill Street, Los Angeles 
Write for Catalog TODAY! 


HENRY L. KAUFMANN & CO. 


301 Congress Street 


Boston, Mass. 
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. American,” from washers to presses 
— ST. JOSEPH’S dependable laundry 


,p Joseph’ Ho pital, 
with t splendid 
“American” laundry. In 
this modern department, 
linens are washed immac- 
ulately, ironed perfectly 
nd returned to immedi- 


ate serv 


St. Joseph’s Hospital, Paterson, New Jersey, is not obliged to invest 
in extensive supplies of linens. The laundry work is done promptly and 
perfectly——at a sizabie saving, too—right under the watchfu 
supervision of the hospital’s own officials. 

A sixty-minute conference with an American Laundry Machinery 
Company engineer will open your eyes to some laundry-economy 
facts and figures. Investigate. Have us help you diagnose your 
laundry situation—ask us to have an “American” specialist pay you 





a Visit. 


THE AMERICAN LAUNDRY MACHINERY COMPANY, Norwood Station, Cincinnati, Ohio 
The Canadian Laundry Machinery Co., Ltd. Agents: British-American Laundry Machinery Co., Ltd 
47-93 Sterling Road, Toronto 3, Ont., Canada Underhill St., Camden Town, London, N.W.1, England 








“1985” 
ye CHUTES 


42° x 84 FOR LINEN FOR RUBBISH 
350 Lbs. HOSPITALS— 


Dry Weight 
y ; & famed throughout the country for efficiency 
Capacity of equipment and operation, rely on Haslett 
Linen Chutes and Haslett Rubbish Chutes 
3 ' to convey soiled linen and waste from the 
Every User Praises It ! upper floors to the laundry and incinerator. 
, bee all a construction of Has- 
ett Linen Chutes, invented by C. M. Wil- 
HITER, cleaner, sweeter work— kinson, renders them crack proof, chip 
bigger loads, washed faster—great proof, and rust proof, and assures perma- 
savings in all expenses—easier operation Haslett Rubbish Chutes ie the doable: int 


—these are a few of the many advantages terlocking door arrangement—a preventive 


claimed by those whe have weed the now against back draught and odors. These two 
chutes eliminate the expense of trucks and 


Henrici “1985” along side of other wash- elevators. 
ers. Yet the “1985” All-Metal washer is They have saved expense for others— 
priced but little higher than wood wash- let them do it for you. 


ers! Order your “1985” NOW! HASLETT CHUTE 
The Henrici Laundry Machinery Co., & CONVEYOR CO. 


Boston 26, Mass., Makers OAKS, PENNA. 
Eaieteiohia Siovetond Chicag - 
of the finest washers Les Angeles — —— 


Dallas Montreal St. Paul 


in the World. St. Louis 
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Carry Textile Insurance? 


You can very easily. 
Dealing with John W. Fillman Co. 
insures you of receiving :— 
MERCHANDISE OF PROVEN HOSPITAL WORTH 
MERCHANDISE OF ADAPTABILITY 
LOWEST WHOLESALE PRICES 
In emergency a mere statement of your needs will 


bring immediately the right merchandise for the 
purpose. 














































































































At all times every item we offer is guaranteed 














ABSOLUTELY SATISFACTORY OR RETURNABLE 
AT OUR EXPENSE 


If you are dealing with us now we know you're 
satisfied—if you’re not a trial is worth your while 


JOHN W. FILLMAN Co. 
Philadelphia, Penna. 


1020-22-24 Filbert St. 











A STURDY COT FOR YOUR 


“Here’s the 
Ideal Bath Towel for 


é ° y?? 
oughly braced comprises Hosp ital Use! 
the frame work, and “Leading hospitals everywhere are discovering 


tubing is used for the that it pays real eae in satisfaction and 
. economy to use our famous Sampson Bath Towels 
headpiece. These towels, as the name implies, are made to 


Specifications 
(1) Steel Link Fabric. 
(2) Mattress 2” thick. 
(3) Finished in Gra 
oS y . stand the hardest kind of punishment. You'll find 
. cl Price $18.00 Complete us that they come back from laundering 


(4) WEIGHT—Super- looking like new, and that they will 
give months of excellent service. Samp- 
son Bath Towels have 
unusual absorbent 
qualities, and at pres- 
ent prices offer you 
a very special oppor- 
tunity. Examine a 
Sampson Bath Towel 
and you will realize 


uous parts of this cot 
nave been eliminated 
ind the finished prod- 
uct, without sacrificing 
ts strength, weighs 
ONLY 35 Ibs. 

(5) STRENGTH— 
Much time has been 
riven to the study of 
the best suited materi- 
als to be used in this 
ot. Angle iron thor- 


With 2” Mattress 


CAN BE MOVED INTO 
ANY CORNER— 
ONLY TAKES NINE INCHES 
OF FLOOR SPACE 


Very Simple in Operation— 
Only Press Down From the Top to Open, 
and Pull Up in the Center to Close 


Our complete catalog of 
hospital equipment and 
supplies sent on request. 


Universal Hospital Supply Company 


Manufacturers and Importers 


00-510 N. DEARBORN STREET, 


CHICAGO, ILL. 








41 WORTH 


why they wear so 
well. We'll gladly 
send you a sample 
Write for it—NOW!” 


STREET, NEW YORK 
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Get That Smart 
Appearance to Your 


coats, aprons, caps, gowns 
and uniforms - - - 





Now your own laundry can make 
such things look like new 

White and gleaming like snow -- - 
smooth as satin -~- flexible enough 
for comfort, yet stiff enough for 
good taste - - its all in the finish. 


Size them with SATIN FINISH! 








Sixty-five Jobbers and 
Eight Warehouses Stock 
SATIN FINISH 


for your 
convenience. 








Y% PURE WHEAT 1€ 3 % TEXTILE SIZE A FREE SAMPLE 
will be mailed to your 
Laundry Manager or 
“Blended In Solution” your Superintendent 
Just write their name 
Manufactured By THE KEEVER STARCH CO., Columbus, Ohio on your Letterhead. 


“SATIN FINISH” 
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The Calendar and the 
Contents 


Further reminders of th 1929 


Convention are hardly necessary. 


Father Schwitalla, Father Moulinier, 


Father Boland, and Mr. Kneifl hav 
omething of inter to our ade 
on th ubj« 

Chicago is a grea hosp al ¢ 
information about a few of the Cath- 
olic hospital , the Protestant and Jew- 


ish hospitals, and the municipal and 


county hospital ol! the citv is given 
in this issue. But there are other 
that have been featured in previou 
sues of Hosprrau ProGress. Special 
mention should be made of the new 
Lewis Maternity Hospital sponsored 
by the Cardinal Archbishop of Chi- 
cago; see Page 213. 

May 12 is National Hospital Day 
Complete your plans for observing 
this day. This year, the day fall 
on Sunday and is also Mothers’ Da 
\n article in this issue presents a few 
consideration regarding Hospital 
Day and Hospital Publicity; Pag 
212.—E. W. R. 
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The Boston Lying-In Hospital, 
Boston, Mass. 


Coolidge & Shattuck Co., Architects. 


Equipped With 
Lynch & Woodward Co., Contractors. 


JOHNSON HEAT & 
HUMIDITY CONTROL 


ACH room of the hospital 
| automatically kept at the 
specific temperature nec 

essary: 





the ward, and 


the private rooms, con- 
valescent rooms, the nursery, the operating rooms, the 


corridors, the offices, etc.: as the condition in each room 
separately requires. That is the function and value 
of Johnson Heat And Humidity Control in hospi- 
tals. The problem of incorrect or fluctuating tem- 
perature and humidity is solved. Overheating is 
prevented. Manual attention to the radiators is 


removed. Excess fuel consumption becomes im- 
possible, reducing fuel cost 25 to 40 per cent 
per year. And the many hospitals equipped 
with Johnson Heat And Humidity Control, 
throughout the 44 years of The Johnson 
System’s existence, verify the value and the 
the success of Johnson Control, and what 
you are assured of in your hospital 
when you install The Johnson System. 
JOHNSON SERVICE COMPANY 


MILWAUKEE, WISCONSIN 
Branches In All Principal Cities . . 


HEAT & HUMIDITY 


ESTABLISHED 1885 


sees All Motal Sys- 

tem. The All-Per- 
fect Graduated Con- 
trol of Valves and 
The Dual 
Thermostat (Night 
and Day) Control 
Fuel Saving 25 to 40 
Per Cent Per Year. 
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THE NEED OF LOYALTY 
Rose O’Connor, Public Library, Sioux City, Iowa 
At the annual meeting of the alumnae association of the 
school of nursing of St. Vincent Hospital, Sioux City, 
Iowa, held March 7, Miss Rose O’Connor, director of 
hospital service of the public library of Sioux City, gave 
the following talk. It speaks a deep sincerity and heart- 
felt appreciation of the noble profession of nursing. 
Loyalty, the subject for today’s meeting, is a very large 
one and most important to each of us regardless of our 
walk in life, and to help me bring to you its message 
I will open with that excellent poem of Douglas Mallochs, 
“Be the Best of Whatever You Are” 


If you can’t be a pine on the top of the hill 
Be a scrub in the valley—but be 

The best little scrub by the side of the rill 
Be a bush if you can’t be a tree. 

If you can't be a bush be a bit of the grass 
And some highway some happier make: 

If you can't be a muskie then just be a bass 
3ut the liveliest bass in the lake! 

We can't all be captains, we've got to be crew, 
There's something for all of us here. 

There's big work to do and there’s lesser to do, 
And the task we must do is the near. 


If you can't be a highway then just be a trail 


If you can’t be the sun be a star; 


It isn't by size that you win or you fail 


Be the best of whatever you are! 


Richard C. Cabot in his book “What Men Live By” 
which, by the way, I recommend to your reading tells the 
following story: 

Returning from a medical meeting in Washington, D. 
C., I had the good fortune to overhear in the Pullman 
smoking compartment a bit of conversation between a 
doctor and a lawyer both well known, who had been vaca- 
tioning at the Capital. Both were fierce, hungry workers 
and each loved his profession. 

“T hope,” said the doctor, “you are coming back to your 
work with fresh enthusiasm.” 

The lawyer laughed and continued to smoke, looking 
out of the window with a grim smile. 

“Because,” said the doctor, “you ought to set us all 
a good example and convert us to righteousness. I’m 
coming back to my work with loathing.” 

To the novice comes the thought, “Don’t they like their 
work after all? If they do why do they hate to come back 
to it?” But that is a paradox we must get used to; these 
men both loved their calling as soon as they were in 
harness. “Out of harness”—there’s a great deal of signi- 
ficance in that trivial phrase for all work is a yoke and 





a harness. We slip it off at night, on Sundays, and on 
vacation and sometimes it is hard to put it on again 
particularly if our vacations have relaxed our muscles 
and made us forget how to carry our burdens and 
responsibilities. 

Though our work and our science are symbolic of an 
eternal and glorious destiny they seem sometimes in- 
glorious and insignificant; only the intention—only the 
vision creates and sustains, then is great. Our work is 
a ship in which we have embarked with all our treasure 
to sail the sea of life. It is human made and bears the 
impress of our limitations; work sometimes seems a 
misfit and looks to us like a curse and we would spurn 
it but for the voice within us which rebukes, and that 
voice is Loyalty. And what is Loyalty? 

Loyalty is a force that holds us to our job in moments 
when we hate it and see no great significance in it. When 
this kind of blindness falls upon us, loyalty supplies a new 
method of guidance. Like all faith, it holds to the visible 
framework of daily labor by grim or smiling determina- 
tion. It bids us to be prompt at our various posts, it bids 
us to be brisk and interested, it bids us to be true to our 
associates and to ourselves and, eventually, when this 
moody blindness passes, our work resumes its halo. “No 
person who loves his work sees it without its halo; and 
because the halo really has no end, the love of work at 
any moment takes on a religious tinge. But whether or 
not we see this divinity in work, it is there and we are 
on its surface upborne by it as by the solid earth.” 

The modern world is so out of sympathy with the lan- 
guage and atmosphere of religion that it is hard to rec- 
ognize religion in work. Yet I am convinced that into the 
prosaic and practical details of business life we often 
unconsciously transfer that ancient power “To invest the 
world with its own divinity.” The faith with which we 
hold to the daily routine of our calling, through moods of 
discontent and disillusionment, is not altogether different 
from the faith which made heroes, saints, and martyrs. 
It gives to us a vision of God and of immortality. Each 
of us stands for the universe and is a small edition of it, 
not in what he achieves, but in what he means to others. 

Loyalty is the basic principle of right conduct and treats 
of our moral obligations to think and act rightly. We are 
the product of our heredity, environment, and our own 
past thoughts and actions. Since we know “that he who 
does not progress, goes back,” we are under constant obli- 
gation as long as we live to improve our minds and 
characters. In her book “Ethics for Nurses” Charlotte 


Tally says, “Nurses have more loyal and ethical responsi 
bilities than the majority of workers. A nurse must al- 
(Continued on Page 42a) 
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This is a typical floor plan submitted as a suggested layout 
for the Physical Therapy Department of a medium-size hos- 
pital, and supplements a list of specifications and other de- 


© Viclor /fospital 


HAT the Victor Hospital Service Bureau has filled 

a real need is very evident by the expressions of 
appreciation received from hospital officials in all parts 
of the country. 


The reason is simple enough. They have profited by the 
experience of the Victor organization, accrued over the 
period of a third of a century in the design, manufacture 
and installation of X-ray and physical therapeutic appara- 
tus. Hospital superintendents and building committees 
have found the suggestions of Victor engineers a great 
help in the planning of an X-ray or Physical Therapy 
Department, because the suggestions were based on a 
thorough knowledge of all the factors that enter into 
this highly specialized field. 

True economy in the building and equipping of a hos- 
pital is not determined by the lowest costs, but by the 
quality of the service which such equipment renders to 


Manufacturers of the Coolidge Tube 
and complete line of X-Ray Apparatus 


tailed information and suggestions helpful to the hospital 
superintendent, building committee and architect. 
for an X-ray Department are handled in a similar manner. 





Let us help you on your next installation problem 


VICTOR X-RAY CORPORATION 


ere Physical Therapy Apparatus, Electro- 
VS 
2012 Jackson Boulevard Branches in all Principal Cities Chicago, Illinois, U.S.A. 












Scar 2 or Peer 
o sa 
a) 





attest 
———7— ———— 


406 [ENGINEERING | ' 

PavsicaL |PERVICE DEPT 

ruenary ,|VICTOR XRay! 
Corp. }- 

| APRIL Ith 

it 926 










50 - 


DRAWN ~ 


ENECRED #0 CHICAGO 








Layouts 


Service Bureau 


the members of the staff and patients. That is the key- 
note of the Victor Hospital Service Bureau. It assures the 
institution the greatest amount of satisfaction in end re- 
sults, for every dollar invested. 

A survey of your X-ray or Physical Therapy Depart- 
ment needs by the Victor Hospital Service Bureau will 
help your institution as it has helped many others. It 
will point out the most practical and economical solution 
to each problem; as to type of equipment best suited for 
the particular type of service your institution is render- 
ing, and the manner of installation of such equipment 
according to the space available. 

Such a survey includes a detailed and comprehensive 
floor plan, so that the suggestions submitted may be 
visualized. Every detail is provided for in advance and 
when the installation is made accordingly, the depart- 
ment may function to advantage right from the start. 


cardiographs, and other Specialties 
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Pleased with both— 
the washing-the saving 


WO decided improvements were 

noted when Oakite Laundry Com- 

pound was tried in the laundry of 
a western hospital: 


1. Uniforms and linen came 
through soft and snow- 
white—immaculately laun- 
dered. 


2. Time required was reduced 
from 65 to 48 minutes per 
load. 


Such results are obtained consistently 
in hospital laundries where the soap 
stock is made up with Oakite Laundry 
Compound. The vigorous yet safe 
action of this remarkable detergent 
quickly loosens every spot of dirt and 
grease. Its free-rinsing qualities pre- 
vent the possibility of even the slight- 
est trace of soap remaining in the 
goods and causing harshness, discolor- 
ation or deterioration. 


Send for our booklet “Oakite Laundry 
Compound.” Read why and how this 
scientifically compounded material im- 
proves quality of wash. No obligation. 


Oakite Service Men, cleaning specialists, are located in 
the leading industrial centers of the U. S. and Canada. 


Manufactured only by 
OAKITE PRODUCTS, INC., 28H Thames Street, NEW YORK, N. Y. 


OAKITE 


Industrial Cleaning Materials ans Methods 











(Continued from Page 40a) 

ways think of others before herself. The weak, dependent, 
and helpless physically and often spiritually are her 
charges. These she must succor by her devoted and inter- 
ested service, the most intimate secrets of the human 
heart are hers. She is present at the two greatest crises 
of human life. That a nurse should be spiritually minded 
is a requisite of her calling, if she has not this quality 
she should seek other fields.” From my varied experiences 
in hospitals of the city, it seems to me that the girl who 
becomes a student nurse should subject herself to much 
introspection. She has many character problems. I am 
not speaking as one who has achieved perfection, far from 
it, but as one who has seen and felt the need of reaching 
out toward the ideal of always living up to the highest 
ethical standard. After a student nurse has been working 
practically on her character problems she should have a 
definite idea in regard to whether she has made progress. 
Has she enriched her character personality, or has she 
depleted the character personality she brought with her 
on entering the nursing school, by permitting petty things 
to warp her? Her experiences in the hospital should in 
reality enrich her character, so that by the time she re- 
ceives her diploma, she has become a nobler and finer 
human being, changed by having altered at least some of 
her character-forming habits. No matter how skilled in 
nursing technique, or how well informed in medical and 
surgical theory a pupil nurse may become, she is only 
fit to be graduated into the profession of nursing if she 
possesses a firm basis of loyal principles and a responsive 
conscience to guide her. 

Professor Royce, an ethical authority, makes loyalty 
an inner devotion to a cause; he says, “Out of the Spirit 
of Loyalty itself we may discover the answer to the most 
perplexing problems of conduct; we need only to be loyal 
to loyalty to know our duty in the world of action.” In 
loyalty, when loyalty is properly defined, is the fulfillment 
of the whole moral law. You can truthfully center your 
entire moral life about a rational conception of loyalty. 
Justice, charity, industry, wisdom, spirituality are defin- 
able in terms of enlightened “loyalty.” We are loyal when, 
first we have some cause to be loyal to; secondly, when 
we willingly and thoroughly devote ourselves to this 
cause; thirdly, when we express our devotion in some 
sustaining and practical way by acting steadily in the 
service of our cause. Instances of loyalty are the devotion 
of the patriot to his country. In nursing, we have that 
outstanding example of loyalty to a cause in the heroic 
Edith Cavel, who lived and died for it. Read “Dawn” by 
Berkeley and get a real inspiration for the life service 
which you have undertaken. Had Edith Cavel not first 
been loyal to a cause which was her country and human- 
ity, she would be among the living today. Indeed “Greater 
love hath no man than he who giveth his life for his 
friend.” “The truly serene in spirit are to be found at 
their best among the loyal.” Other examples of loyalty are 
the devotion of the martyr for his religion, the devotion 
of the ship’s captain who, in times of disaster, goes down 
with his ship, if necessary, so others may live. Such cases 
of loyalty are typical, they involve the willingness of the 
loyal person to do his service. Apply these principles to your 
own personal cause, your patients, the physicians, and 
your alma mater. To hear a nurse speak disloyally of her 
alma mater or doctors or associates, sends her down in 
scale of human respect. I can truthfully say this has been 
done and I wish I might be able to give you the picture 
this leaves in the mind of the hearer. It is the disloyal 
speaker and not the alma mater or doctor or associate that 
slips down the incline. You of the nursing profession whose 
calling is of the highest, if you are loyal, your cause should 
be viewed by you as something outside yourselves still 
including you. It likewise includes your alma mater, your 
patients, your physicians, and your coworkers. By loyalty 
I mean a willing, practical, and thoroughgoing devotion 
to your cause. Let nothing tempt you to swerve. Your 
cause, if you are a loyal person, is larger than your 
private life. Your cause unites you with other people by 
social as well as professional ties. 

“Forsake all others and cleave to your own cause.” 
Thus only can you be loyal to loyalty—put your eyes, your 
voice, your energies completely at the service of your 
cause, arouse all the loyal interests of yourself to their 
fullest vigor; let none turn you aside. Henceforth with 
all your mind and soul and strength, belong fearlessly and 
faithfully to your cause, until you find you can no longer 
serve that cause without disloyalty. So it was that Gen- 

(Continued on Page 44a) 
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TYPICAL CORRIDOR, Albert Billings Memorial 
Hospital, University of Chicago. Coolidge and 
Hodgdon, Architects; Dr. Ralph B. Seem, Director. 





The same dependable material 
STEDMAN FIBRE REINFORCED RUBBER 


N unbreakable vase—a wear- 
resisting floor; alike in fin- 
ish, structure, and beauty, 
—made of Stedman Fibre Rein- 
forced Rubber. Here is proof that 
this material is impervious; this 
beautiful, practical vase has found 
immediate favor in hospitals and 
sanitariums. No leakage, no odor 
—and easily cleaned. 


For ten years one vag Fibre Re- 
inforced Rubber Tile has served 


the hospital. Its durability, lasting 
resilience, and outstanding beauty 
are matters of structure. The rub- 
ber is compounded with millions 
of minute cotton fibres, which re- 
inforce and strengthen the rubber 
against crystalization. 


A new book, in full color, is yours 
for the asking. 


STEDMAN PRODUCTS COMPANY 
SOUTH BRAINTREE, MASSACHUSETTS 
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See us at BOOTH NO. 59, 
Catholic Hospital Convention, 


CHICAGO, MAY 6-10. 
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A bulletin illustrating and 
describing this vase, table 
tops, bed bumpers, and oth- 
er articles of molded rein- 
forced rubber will also be 
sent you free. Ask for it 
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It scrubs 


It sands 








UIET is almost as important and essential in a 

hospital as cleanliness and sanitation. The re- 
markable quietness of the FINNELL Scrubber- 
Polisher is, therefore, one of its most desirable fea- 
tures to hospital superintendents and caretakers. 
Noise is minimized to the extent that the FINNELL 
may be said to be practically noiseless. It is easy to 
operate, too, no danger in handling. 

As for its real work — waxing and polishing or 
scrubbing floors—there is nothing to equal the FIN- 
NELL. It is vastly superior to hand methods. St. 
Mary’s Hospital, Duluth, Minn., have said, “We feel 
we could not do without one.” St. Agnes’ Hospital, 
Fond du Lac, Wisconsin, endorse the FINNELL as 
a “great labor-saving device.” From a large Detroit 
hospital comes the word, “We would not consider 
running our hospital without the aid of such a 
machine.” 

Whether your floor area be a hundred square feet 
or a half million square feet; whether your floors 
be of terrazzo, wood, linoleum, rubber, tile, cement 
or composition; whether you scrub or polish your 
floors; whether you use men or women operators; 
there is a just right FINNELL for you in the eight 
different models. 

May we send one ing and obligate 
of our engineers to you in no way. It 
look over your floors merely helps us to 
and tell whether or help you. For full 
not a _FINNELL information ad- 
will serve you and dress FINNELL 
just which FIN- SYSTEM. INC 
NELL it would be? 805 ie ’ Ss tay 
The investigation li > Kast Street, 
will cost you noth- Elkhart, Indiana. 

BOOTH NO. 105 
Catholic Hospital Association 
Stevens Hotel, Chicago. 
May 6-10. 
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eral Lee acted, so too, did the Northern armies act, and 
today we know how there was loyalty to loyalty on both 
sides and how all those thus loyal, actually served the one 
cause of the now United States. They loyally shed their 
blood that we might be free from the burden of hatred 
and horror. So have you chosen your profession and taken 
upon yourselves loyalty to your cause. 

I never attend one of your graduating exercises and 
hear that wonderful Nightingale pledge where you 
“promise before God and your assembled friends to pass 
your life in purity and to practice your profession faith- 
fully, to abstain from all that is deleterious and mischiev- 
ous, to do all in your power to elevate the Standard of 
your profession and promise loyally to aid the physician 
and those in your care.” I am moved to tears and thrilled 
with the contemplation of your high calling and then later 
find myself wondering if certain individuals have really 
understood that pledge in its entirety. I would like to 
think that every nurse in the profession always lived up 
to its ethical principles and was able to say— 

May I reach 

That purest heaven, be to other souls 

The cup of strength in some great agony, 
Enkindle generous ardor, feed pure love, 
Beget the smiles that have no cruelty 

Be the sweet presence of a good diffused 
And in diffusion ever more intense. 


So shall I join the choir invisible 
Whose music is the gladness of the world 


What then is loyalty? It is fidelity, faithfulness, con- 
stancy, and devotion. In his poem, “The Hospital Nurse,” 
William R. Shields paints for me the ideal nurse: 


She is disciplined and dainty, 

She’s dependable and neat, 
Careful, capable and canny, 

Cool, courageous, smart and sweet; 


She is soft as silk or satin, 
She’s as hard as any nail, 
Has a woman’s intuition 
With the logic of the male. 


She contends with circumstances 
That would shatter nerves of steel, 
Yet she’s jestful, faithful, zestful, 
Though she shakes from head to heel; 


She's a messenger of mercy 

From the Prince of Peace and Love 
She’s sagacious as a serpent, 

She’s as harmless as a dove. 


She's the servitor of Science 
She has wisdom deep and wide, 
She is forceful, fast, resourceful, 
Calm, unhurried, dignified ; 


She’s the daughter deft of Duty 
Sent to seek and serve and save, 
And she’s on the job forever, 
From the cradle to the grave. 


Permit me to add just one more bit of poetry to show 
you how one patient looks upon you all. The writer of this 


last poem, entitled “Earned,” and signed J. F. C., was 
a patient in one of our hospitals for more than a year 


and was well qualified to put in words his appreciation— 


Home and loved ones left behind 
mission to fulfill, 
To serve humanity is the aim, 
With a spirit backed by will. 


The road is rough, the work is hard, 
Undaunted, the burden they bear; 
They are of the kind that never give up, 
Their like is not found everywhere. 
Regularly, day in and day out, 
On the job they are always found, 
While daily duties are being performed, 
Good cheer they scatter around. 
Do all of us really appreciate 
The sacrifice made by these few? 
It does not require much thought to know, 
The wonderful good they do. 
No attempt is made to include praise due, 
Can't be done in a very few verses, 
But Almighty, who plans the hereafter, 
Has a reward for Sisters and Nurses. 


Relief Fund for Nurses 


Graduates of Good Samaritan Hospital school of nurs- 
ing, Cincinnati, Ohio, may enroll in the alumnae associa- 
tion relief fund from Apr. 1 to June 1. The fund provides 
for hospitalization when necessary. 

(Continued on Page 47a) 
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HAT COLOR has a defi- 
nite value in the treating of almost 
any case is no longer questioned. But 
aside from the beneficial effects of 
certain colors under certain condi- 
tions, there is another viewpoint that 
hospitals are taking, realizing that 
their financial success depends largely 


upon “private wards.” 


There was a time when the layman 
thought of cold grey walls and white 
beds as ideally sanitary. Then he 
came to associate them with hospitals 
and sickness... and they frightened 
him. Many a hospital case is treated 
at home because of this fear engend- 
ered by “sick-room furniture.” 


Color, kindly color, that makes a 
room attractive, that seems to say, 
“you'll get well soon”... can bring 
those home-treated cases into your 
private wards. 

We know one man who spends two 
weeks every year in a certain hospital 
because it’s so restful. 
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Illustrated is Simmons Hospital Suite Number 15024. .. finished 
in one of its most popular color schemes, Number 1784. Of course, 


there are any number of combinations ... or our Contract 


Division, 666 Lake Shore Drive, Chicago, IIl., will be glad to 
develop special ones to meet your wishes. A letter addressed 
to them will bring full information and prices. 


= you would like to live in ++ yet 
composed of furniture especially built to meet the very 
definite requirements of the modern hospital ... that’s 
the result you achieve with the use of Simmons Hospital 
Furniture of Metal. 
But you get something more... low upkeep. Made of 
metal, there is never any warping, splitting or twisting. 
Drawers never swell and stick! 
In case of accident...a very serious bang... such as 
would shatter a piece of wooden furniture... may dent 
a surface. Almost without exception, such injuries can 
be quickly, easily and inexpensively repaired, 








Simmons Hospital Furniture of Metal is the most modern note in equip- 
ment. Practical, economical and efficient it overcomes every obstacle. 
IHustrated is Simmons Suite Number 11304 finished in color scheme 
1650. Prices of this and other suites may be had by addressing Contract 
Division, 666 Lake Shore Drive, Chicago, Il. 


Hiiten is, of course, thoroughly vermin 
proof ...and the chip-proof, mar-proof finish used on 
Simmons Hospital Furniture of Metal is particularly 
so, as you may use disinfectants to wash it down with- 
out fear of injury. And, too, medicines, wet glasses, etc., 
have no effect upon this marvelous finish. 


While Simmons Hospital Furniture of Metal costs a little 
more than ordinary wooden furniture, it is far, far 
cheaper to own over a period of years...as well as bet- 
ter looking, more efficient and more sanitary. 

If you would have your hospital modern. ..use modern 
furniture...in color! 





The Economy 


of this Furniture lies in its 
Usefulness . . too 


And its usefulness is largely made possib! 
by its scientific design. For we ask you 1 
understand that every piece of Simmon 
Hospital Furniture is designed by experts i: 
consultation with leading surgeons and hos 
pital executives. It is first and foremos 





practical, 


Henry Ford Hospital Bed—Sim- Simmons Overbed Table— Num- 
ber 22416. A very definite improve- 
ment over the old type. Equipped 
with ratchet slide for reading posi- 
tion of table-top. Height adjust- 


ment is extremely simple. Sturdy 


monsdesign No. 16711. Mechanically 
operated posture mattress bottom. 
Provides facilities for easily placing 


the patient in all desirable repose 








and surgical positions, with mini- 
mum effort by attendant. It is the 
very highest point of design; simple 


and firm, yet very easily handled. 


action, compact, durable and com- 
fortable. A bed that will give un- 


limited service. 








Simmons Somnoe—(at left). Number 22379, 
An exceptionally well proportioned, attractive 
piece of furniture. May be had in a variety of 
color schemes to match other decorations or 


pie ces. 





Simmons Somnoe—(at right). Number 
22320, with adjustable side table. Top is 16 x 20 
inches. The most convenient picce of furniture 
in any hospital room. May be had in color 
schemes to harmonize with present furniture. 


BEDS-SPRINGS- MATTRESSES: STEEL FURNITURE....BUILT FOR SLEE! 
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These Floors of Rubber say “Quiet” — 
and are restful to the feet that 
walk upon them. 


“U.S.” Rubber Tile Floors cushion each foot- 
step and make walking easy and pleasant. Noise 
is deadened. Nerves are soothed. “U.S.” Rub- 
ber Tile Floors are beautiful, for they are made 
in grained effects in many color combinations. 
They combine quietness and beauty along with 
durability, ease of maintenance and cleanliness. 


Catalog and prices sent on request. Write to room 1611 


UNITED STATES RUBBER COMPANY 
1790 Broadway New York City 








QeExnHiBirora!l 





Makers of 
POWDERED CHIPSO 


a complete soap 
for 


hospital laundries 


IVORY SOAP 
99:55% pure 

chips or powder— 
for extra safety in 
washing blankets and 
fine fabrics 
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In Ivorydale, a suburb of Cincinnati, the 
Procter & Gamble Company maintains a 
Laundry Research Department where the 
problems of both institutional and commer- 
cial laundries are constantly being studied. 


This Department is under the supervision of 
men thoroughly qualified from the stand- 
point of both technical and practical 
knowledge of correct washroom practice to 
give valuable help and advice. 


We offer you its services without cost er 
obligation. If at any time we can help 
you straighten out a washroom tangle, feel 
free to call upon us. 


PROCTER & GAMBLE, Cincinnati, Ohio 

















(Continued from Page 44a) 


THE BETTER HOSPITAL SERVICE' 


Louis R. Effler, M.D., Secretary of Staff, Mercy Hospital, 
Toledo, Ohio 

Kipling once described the impression of a murderer 
whose sentence had just been commuted to life imprison- 
ment. 

“It was just like going to a doctor or a dentist,” he 
explained. “You go to them full of your affairs and then 
you discover it is only part of their daily work to them. 
I expect I would have found it the same if I had gone 
on to the finish.” 

The impression left on the murderer is, of course, highly 
distorted. Neverthless, it gives a viewpoint. The thing 
that impressed him most was the boredom displayed by 
those in charge. Here was a time when a man’s life was 
at stake. Instead of showing concern over the fact, the 
officials seemed to move in mechanical fashion. The only 
one apparently interested in the momentous decision of 
life or death was the prisoner himself. 

We find this same charge of indifference made often 
against the hospital. Patients issue therefrom complain- 
ing of perfunctory service. Perhaps they went in expect- 
ing more than they could get. The fact remains, however, 
that they leave often with a feeling of something lacking. 
In certain cases, this feeling may be justified. If so, it 
throws the burden upon us of making the hospital a 
place more pleasing and more efficient. 

The word “hospital” taken from the Latin stem 
“hospes.” This means a “guest.” We ought not lose sight 
of this fact. The patient while under our care in the 
hospital should be treated as a guest in every sense of 
the word. The usual idea of entertaining a guest is to 
make his stay as pleasant as possible and to send him 


is 


forth from our midst with mixed feelings of joy and 
regret. 
In our efforts to please our guest, who for the time 


happens to be a patient, we should go back to the under- 
lying motives for which the hospital stands. Christianity 

based upon the principle of helping the weak, lifting 
the fallen, and healing the sick. Viewed in this light, all 
institutions that fulfill these purposes are reared upon 
the rock of the Church. They are but tangible expressions 
of our religious zeal in the practice of mercy and charity. 

Primarily, of course, the hospital presupposes efficiency 
of handling. This efficiency should be displayed by all arms 
if the service from the orderly to the nurse, to the nurs- 
ing Sister, to the intern, and lastly to the visiting physi- 
cian himself. Teamwork is essential. The whole chain is 
only as strong as its weakest link. As long as this effi- 
ciency is purely technical, however, it remains cold and 
insincere and lacking. It is immeasurably enhanced by 
the leavening influence of humaneness. And still, even 
this added quality leaves much to be desired. Humaneness 
is a broad term. It is too relative. If we temper humaneness 
with the religious inspiration of mercy and charity, then 
we should have the ultimate in hospital service. It might 
be objected that this is too visionary, too idealistic for 
practice. It is for the uneducated masses. It should not 
be for those who by vocation and training are intrusted 
with the ills of humanity. 

For the giving of this better type of hospital service, 
some of our hospital personnel are, of course, found to be 
unqualified. They do not fit into the scheme of things. They 
should never be in practice at all. They should be weeded 
out as promptly as pessible. They lack a proper conception 
of the ideals and the principles of nursing the sick. They 
are too selfish or too self-centered. Charity and mercy are 
distinctly altruistic. 

Even those of us ‘who feel that we understand the 
fundamental principles of nursing the sick will find it 
sometimes a difficult task. It is full of trials. Despite all 
we may do to the contrary, this better service will be found 
to move in cycles. At one time, it will attain the nth degree 
of perfection and at another stage decline perceptibly. 
This fluctuation is due not to any flaw in the principle 
itself. It is due to human failing. At the worst, its stand- 
ards of hospital service will be far higher than average. 

In the better hospital service scheme, no satisfaction 
will be taken in such a thing as perfunctory or routine 
service. This savors too much of mediocrity. It may be 
“within the law.” And yet, it is altogether too mechanical, 
too superficial, too indifferent, and too impersonal. Even 
i condemned murderer complains of it. We must have in 
ts stead a spontaneous service that is at once instant and 


of Training 


1929. 


before Nurses Merey Hospital 


on March 11, 


delivered 
Ohio, 


‘Address 
School, Toledo, 
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Time Counts 
in a 
Hospital Laboratory 
N 
Kewaunee Laboratory Furniture 
time of the user. Everything is handy 


ern—no time is lost in taking unnecessary steps 
Laboratories are keyed to fast work. 


INUTES saved in a hospital laboratory may mean the 


patient saved 


is designed to save the 
everything is mod- 
Kewaunee 


However, Convenience is one of the many desir 


able features of 


just 


Laboratory Furniture 














Kewaunee 


Laboratory of the Holyoke 


City Hospital, 


Holyoke, Mass. 


Quality is built into each piece. Skilled cabinet makers 
carefully construct our furniture. Expert plumbers install 
gas, water, air and waste pipes and fixtures. Careful elec- 
tricians put in all electrical installations. The most prac 
tical arrangements of all drawers and fixtures are designed 
by engineers backed by 22 years’ experience in this spe- 
cialized field. Kewaunee has kept pace with the advance- 
ment of the medical profession’s laboratory needs 

nation’s largest hospitals are now 
Laboratories. Hundreds 
Laboratories. Whether 


A great number of this 
equipped entirely with Kewaunee 
of small hospitals have Kewaunee 
the Laboratory is to be large or small “Time Counts.” We 
are always ready to extend the use of our Engineering 
Department, free of charge, to assist in laying out hospital 
laboratories that will expedite work by eliminating unneces- 
sary steps. 


Write direct to our Kewaunee Factory for further details 


and prices. 
Co- 


— 
LABORATORY FURNITURE EXPERTS 
sss Sanaa on, Cannas ee 


New York Office 
70 Fifth Avenue 


Chicago Office: 
14 E. Jackson Blvd 


Offices in Principal Cities 


Exclusive Builders of Quality Laboratory Furniture 
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OFFICIAL RECORD OF 
NURSING SERVICE 


HE modern hospital must neces- 

sarily give dependable nursing serv- 

ice. Patients’ calls must be an- 
swered promptly. 

The Holtzer-Cabot Elapsed Time Re- 
corder shown here makes a permanent 
record of every call sent in from each 
patient showing the time elapsed until 
calls are answered. 

This is ar invaluable check aid to su- 
perintendents. The chart record shows 
which sections of the hospital are busy 
and may need extra help, records neg- 
ligence in any department and is in- 
disputable legal proof in case of com- 
plaint from any patient. The above is 
one of the exclusive features of the 
Holtzer-Cabot nurses’ calling system. 


Full detailed information will be sent on request. 


The 


Chicago 
Detroit 


Baltimore 
Minneapolis 
Kansas City 


New York 
Cleveland 
Syracuse 


Boston 


mn — Pittsburgh 





SIGNAL SYSTEMS 


ESTABLISHED 1/875 


(‘lechrie (6: 


Philadelphia 














is a reminder of the Latin “sua 
its own sake.” It is voluntary, 
an inner impulse without 


complete. “Spontaneous” 
sponte,” which means “for 
automatic, and springs from 
external stimulus. 

Spontaneous hospital service takes into consideration 
the mental as well as the physical status of the patient. 
It tries to realize that the latter’s reactions are prompted 
mentally by fear and physically by sickness. These are 
the factors that make him difficult to handle. In very few 
cases, however, shall we find him impossible to handle. 
We must study his temperament carefully until we find 
that particular key on our ring which fits his particular 
lock. Only then will the door of his confidence be opened. 

The mental as well as the physical status of our patient 
cannot be overemphasized. As a sick man, his viewpoints 
are often warped. He will take a lot of humoring. As a 
fearful man, his suspicions are aroused. He will need a 
deal of reassurance. He has a suspicion of the professional 
smile and the professional silence. He has a horror of 
medicines with their tastes and smells and of operations 
with their pus and blood. His discussions of the subject 
with his friends prior to hospital admission have not 
served to help the situation. Instead of quieting his fears, 
they seem rather to have put him in a state of greater 
trepidation. These so-thought friends, of course, know 
very little on the subject of medicine; and, yet, in their 
a@pnceit they will pose as experts. Unconsciously, they are 
capable of incalculable harm. They make our task much 
more difficult. Furthermore, the patient before coming to 
the hospital has tried almost every nostrum, cult, or 
system of medicine that has been recommended. These 
have been depended upon to avert or postpone the 
very thing for which he comes to us. They have 
failed. It is no wonder that he has as little faith 
in us as he has in them. His spirits are thus at a 
low ebb. His nerves are on a hair trigger. He must be 
handled with finesse and judgment. It is surprising, after 
all, that in spite of their low-ebb state, so many patients 
actually recover. 

Spontaneous service makes duty a pleasure instead of 
a task. It reflects in the attendant’s work. It must impress 
the patient favorably. It will help, furthermore, to correct 


his unconscious attitude that a hospital is a place to die 


instead of a place to live. The patient will feel that all 
have extended themselves in his behalf. There was not just 
something done but everything done that was necessary 
and many things done in addition that were unnecessary 
to add to his comfort. Routine service means satisfaction 
often only to ourselves but not to the patient. Spontaneous 
service means satisfaction both to ourselves and to th 
patient. 

In conclusion, we must not lose sight of the patient’s 
later psychology. After leaving the hospital he will pose 
unconsciously as a combination of martyr and hero. Just 
as “all roads led to Rome,” all his subsequent conversations 
will lead to his illness. Naturally, the hospital will form 
a proper subject for criticism. If he has left with the 
feeling that all possible was done for his comfort and 
safety, he will probably have very little to say on 
the subject. He accepts this service as a matter of course. 
It is paid for in the coin of the realm. There is no further 
obligation on his part. On the other hand, if he has left 
with the feeling that something more could have been 
done for him, the hospital will come in for a diatribe. 
This is human nature. It is easier to destroy than to 
construct. He will be silent on the hospital’s numerous 
good points and emphasize only her bad points. He will 
be able to do much in one conversation to smirch her good 
name. It remains for us to give him no such opportunity. 
The criterion of satisfactory service lies in whether oui 
patient will go back to our hospital a second time. 


District Nurses Hold Meeting 

The Eighth District nurses’ association held their regu- 
lar meeting at St. Mary’s Hospital, Wausau, Wis., on Mar. 
28. Dr. V. E. Eastman gave a talk on colitis, illustrating 
his talk with X-ray pictures. 

Following the address a number of students from the 
county normal school entertained with duets, a play, songs, 
and readings. During the morning session business of the 
association was transacted. The next meeting of the organ- 
ization is to be held in May at Marshfield, when officers 
will be elected. 


(Continued on Page 52a) 
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RODDIS 
FLUSH DOORS 








In Albert Billings 
Memorial Hospital 
Chicago 


Coolidge & Hodgson, Architects 


Roddis Flush Doors give to a hospital 
building’s interior that impressive 
strength of character demanded. 
Roddis Doors are unusually handsome 
in design, color and finish and conform 
ideally with the hospital’s architecture. 
And Roddis door construction is truly 
sound-and fire-resisting, and thor- 
oughly sanitary, having no cre- 
vices to retain dust and dirt. Thus 
in Roddis Flush Doors is exceptionally 
combined every requisite that the hos- | | Man) date 


pital demands. Write nowforinter- |) core: 


esting, illustrated literature: “Roddis | | *Titiing’edue dup 


Flush Doors For Hospitals”. BL Se" eBiieide eliee’ 
C—Hardwood  eross- 


iy ' band Veneer, pre- 
RODDIS LUMBER & VENEER CO. band veneer, pre: 
131 Fourth Street page: 

MARSHFIELD, - - - WISCONSIN Gan ge tem a 
Distributors In All Principal Cities ee 
MANUFACTURERS OF FLUSH, FRENCH, | Se 
PANEL AND CUSTOM BUILT DOORS denoting Roddis 
Solid ont Superior 

Construction. 
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While in Chicago 


See the new model 


OPERAY MULTIBEAM 


SURGICAL LIGHT 








FROM AN UNRETOUCHED PHOTOGRAPH 


As we all know, photographs used to show the effectiveness 
of operating lights are almost invariably retouched and the 
finished product represents not so much a faithful photo- 
graphic record, but rather the artist’s conception of what 
the equipment should accomplish. 

This halftone illustration was made from an unretouched 
photograph and none of the usual strategems for gaining 
effectiveness were employed. The plate was exposed only 
during the brief interval necessary to register the figures, 
table and fixture, and the illustration was made directly 
from an unretouched print. 

In spite of the three figures bending with heads almost 
touching so that they are directly in the path of the pro- 
jected light, note the intense light on the operating table. 
Note the absence of shadows. And note especially the total 
absence of glare. 








At the Convention of the 


CATHOLIC HOSPITAL 
ASSOCIATION 


in the Stevens Hotel 


The new Operay Multibeam with its 
many excellent features of advantage 
has established new standards of ex- 
cellence in operating illumination. 


Seven inch vision working height— 
no critical focal point—durable and 
economical — intense light with no 
chromatic aberration — remarkable 
cavity illumination — versatile and 
easy to adjust—shadows minimized 
—glare eliminated—emergency light- 
ing—easy to clean—simple to install 
regardless of type of fixture you now 
have. 


This truly modern operating light 
will be shown in connection with 
the V. Mueller & Co. exhibit in 


BOOTH 111 


Stop in and let us demonstrate to 
you its many points of superiority. 


Well over thirty Chicago hospitals 
have adopted Operay Multibeam and 
we shall be glad indeed to provide 
automobile transportation should 
you wish to visit any of the instal- 
lations. 


If you feel that you may be unable to attend the Convention in 
Chicago, let us send you descriptive pamphlet. No obligation 
involved. 


OPERAY LABORATORIES 





Surgical Illumination Exclusively 


7923 S. Racine Avenue CHICAGO 
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One of the most interesting and complete dis- 
plays we have ever presented. Instruments, equip- 
ment, utensils and sundries—all of the most mod- 
ern type. Among the important items and sec- 
tions of our exhibit may be mentioned the fol- 
lowing : 














VISIT THE V. MUELLER & CO. EXHIBIT 


At the Convention 
of the 


CATHOLIC HOSPITAL ASSOCIATION 


Stevens Hotel, Chicago 


A very complete display of surgical instruments— 
instruments for general surgery, for obstetrics and 
gynecology, for bone surgery and for the specialists’ 
departments. Many of the instruments are of new 
pattern. Included will be the line of forceps now 
made with the new and popular Lahey lock. 


The latest model Beck-Mueller Ether Vapor-Vacuum 
Apparatus with the new “Instant” vacuum bottle 
fastener. 


A new operating and treatment apparatus (cabinet) 
for ether vapor, vacuum and pressure, light duty 
cautery, and with diagnostic light transformer. This 
outfit for the hospital with vacuum and pressure 
provided by remote central pump unit. 


For your furniture and equipment a line of better 
casters—‘“Perfect” casters. 


Bone surgery engines and accessories. 
A line of approved models in eye magnets. 


“Lovac,” the new apparatus which makes possible a 
better method for postoperative drainage. 


A great number of useful devices, appliances and 
utensils which will merit your inspection and con- 
sideration. Here you will find new and practical 
designs in hypodermic trays, infusion apparatus, 
medicine serving trays, thermometer baskets, ster- 
ilizing utensils, and many others. 


































Like its predecessors, the latest model Beck- 
Mueller Ether Vapor and Vacuum Apparatus 
has found favor with hospital folk every- 
where. 

The new fastener permits releasing and re- 
fastening of the vacuum bottle in a few 
seconds. 

This new model has also several other fea- 
tures of decided advantage. 

See it in our exhibit at the Convention at 


8° BOOTH 111 








We shall also have on display the new model Operay Multibeam 
Surgical Light which has been so warmly praised by those who 
have seen it and who have become acquainted with its many points 
of superiority. It is difficult to convey to you by means of words 
the real excellence of this operating light, so we urge you to see it, 
stand under it and test it for yourself. 


BOOTH 111 


Whether or not you contemplate making any purchases, 
we wish to extend to you a cordial invitation to visit us 
at our store or at our exhibit in the Stevens Hotel. 


V. MUELLER & CO. 


Surgeons’ Instruments and Hospital Supplies 


Ogden Ave., Van Buren and Honore Sts. 


CHICAGO 
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The New Model 











Patient may be taken direct from operating 
table to his bed without a cart. One operator 
can do this easily. Patient may be lifted from 
bed while bedding is being changed and 
mattress turned. TOILET OPENING IN 
STRETCHER CANVAS. 


LIVEZEY 


101 HALSEY STREET 











INVALID ‘‘E-Z’’ LIFTER 


(Patented) 


A Necessity for EXKERY Hospital ! 


The Invalid “E-Z” Lifter is the most 
practical and efficient yet devised. 


One Nurse can handle your Heavi- 


absolute comfort to the 


It can be used either in Hospital, 
Institution, or Patient’s Home. 


beautiful Hospital Grey Duco. 


Sent on Approval 


WRITE FOR FULL DE 


SURGICAL SERVICE, INC. 


(Sole Manufacturers) 


1928 MODEL — 





greatest ease and 





finished in a 


is 











Patient may be lifted from bed and taken to 
a comfortable rocking chair or put in a wheel 
It handles patient in and out of bath 
tub—only one operator required. TOILET 

SCRIPTIVE CIRCULAR OPENING IN CANVAS SEAT—no bed pan 
J 


required. 


hair 





NEWARK, NEW JERSEY 














(Continued from Page 48a) 
Three Nurses Complete Course : 

Three senior nurses of Mercy Hospital, Devils Lake, 
N. Dak., were graduated at exercises held at the hospital. 
Commencement exercises began a few days before the 
graduation when the Sisters of the hospital entertained 
the graduating class at a banquet at which the members 
of the medical staff and their wives were present. The fol- 
lowing evening the alumni of the hospital entertained in 
honor of the graduates and a motor trip to Sully’s Hill 
Park and other places of interest in and about the city was 
taken. 

Graduation day opened with high Mass sung by Rev. 
Father Louis, O.S.B., at St. Mary’s Academy, after which 
breakfast was served to the members of the class and their 
guests by the Sisters of the academy in the dining room, 
which was decorated with the class colors, maroon and 
white. The stage of the hospital parlors was decorated 
in the hospital colors, white and gold, with a touch of the 
class colors for the graduation exercises, and bouquets of 
white roses and baskets of ferns were also in prominence. 











GRADUATES, MERCY HOSPITAL, 
DEVILS LAKE, N. DAK. 


The graduates, accompanied by the entire student body 
of the hospital, marched onto the stage. Dr. Drew acted 
as chairman for the program and Rev. Father Louis de- 
livered the main address of the evening, which was followed 
by a fine musical program. Following the program, Dr. 
McGurren presented the diplomas and the Hippocratic 
oath was administered to the graduates by Dr. McIntosh. 
Out of town guests were Rev. Fathers Field of Stark- 
weather, Oathmar of Crary and Churchill, and Sister 
Mary Rita of Mercy Hospital, Valley City, N. Dak. 
Nurses to be Graduated 

Five nurses will be graduated from the Good Samaritan 

Hospital, Kokomo, Ind., on May 12. 


Nurses Receive Diplomas 

Recently 33 nurses of St. Mary’s Hospital, Brooklyn, 
N. Y., were graduated at the commencement exercises 
held at Shevlin Hall. Rev. Wm. Duane, S.J., of Fordham 
University made the graduation address congratulating 
the graduates on the successful completion of the course 
and lauded their choice of a profession which he described 
as “fulfilling one of the highest conceptions of service to 
humanity.” 

Dr. John A. Shields, president of the medical board of 
the hospital, presented the diplomas and medals and also 
commended the graduates on their achievement. A fine 
musical program was also given. 

The board of trustees medal for general excellence was 
awarded to Miss Bernadette @ourdes Hughes, the medical 
board medal for practical nursing to Miss Elizabeth 
Theresa Woods, and the director of the school of nursing 
medal for the highest ethical standard to Miss Emerita 
Perry. 

Illinois Nurses Meet 

Dr. Fred H. Gunn, former president of the Southern 
Illinois Medical Association, spoke on “The Training of a 
Nurse” at the meeting and banquet of the Fourteenth Dis- 
trict of the Illinois State Association of Graduate Nurses 
in the auditorium of St. Mary’s Hospital, East St. Louis, 
on March 16. Miss Mittie Peck, superintendent of the 
Visiting Nurse Association of the city gave a talk and 
demonstration of the use to be made of the supplies car- 

(Concluded on Page 54a) 
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Surgeons and anaesthetists 
now haveavailablean Ether 
free from Peroxide, Alde- 
hyde and Acid when ready 
to be given to the patient. 
Tw ma 


























The fruits of ten The problem until now has been to pre 


vent decomposition of pure Ether in the 
years research ~~~ package. The causes of this deteriora 
tion were discovered and eliminated by the following exclusive methods of 
control. 










i. A manufacturing process that eliminates impurities. 





? A patented process for “Chemical Sterilization” of 
* containers to prevent formation of impurities. 






A patented air-tight mechanical closure which pre 
* vents contamination from soldering flux. 








The Purer the Ether the Safer and Better the Anesthesia 





We therefore offer this perfected product as the most satisfactory Ether for Anesthesia 





now available on the market 






We invite you to test it clinically and chemically and will be glad 
to supply free samples for this purpose. 






MALLINCKRODT CHEMICAL WORKS 


A Constructive Force in the Chemical Industry since 1867 


MONTREAL PHILADELPHIA 










NEW YORK 





ST. LOUIS 
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“WhiteKraft” Hospital Equipment by Betz 


Will be on display at the Catholic Hospital 
Association Convention, May 6-10 


Even a more complete display of 
the “WhiteKraft” equipment, simi- 
lar to that installed in the Univer- 
sity of Iowa Hospital, in the Chil- 
dren’s Hospital of Chat- 
tanooga, Tennessee, and 
many more modern hos- 
pitals, can be examined 
and inspected at our Chi- 
cago Store,634 South Wa- 
bash Avenue, opposite the 
Stevens Hotel, where the 
convention will be held. 

If you can spare the 


HE well known “Murphy” Op- 

erating Table, newly designed 
bedside table, more convenient 
nurses’ chart desk, built-in steel cases, 
—such as were installed 
in the Cook County Hos- 
pital of Chicago, in the 
Harper and Herman Kie- 
fer Hospitals of Detroit, 
in the North Country 
Community Hospital of 
L. I., N. Y.,—and other 
hospital equipment man- 
ufactured in the “White- 





BeExnHisitTorRa 


vention in 
you are 


The Mitchell cabinet is particularly roomy 
with space for swinging enameled 
vash bow], center drawer hung on non-bind 
! channels and lower compartment for be: 
and urinals. The «loor at the front of 
» wash basin and the door in the bed par 
ion Slides upward and out of the way 
s a sliding Monel metal shelf just be 

top which pulls out 

serves most convetile 

and small 


porcelain 


listurbing t op The 
the back 

out over the 

prevent 


Name 





Kraft” shops will be on 
display at the Catholic 
Hospital Association Con- 
Chicago. 
attending 
convention, make it a duty to see 
this new high quality hospital fur- 
niture at our exhibit, No. 139. 
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FRANK S. BETZ COMPANY 

Hammond, Indiana 
Please send complete information regard- 
ing the Mitchell Bedside Table and prices 


in quantities of. 


time, visit the “White- 
Kraft” Shops at Ham- 
mond, Indiana, just 
If  [ewcaco i across the border, and 
the see how “WhiteKraft” 
hospital equipment is made and 
how their finishes are applied. You 
will be welcome anytime. 





NEW YORK 
348-52 W. 34th St. 
CHICAGO 
634 So. Wabash Ave. 
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ried in the nurse’s bag. Students from the school of nurs- 
ing of St. Mary’s Hospital gave a program of readings 
and music. 

The First Graduation 

Commencement exercises for the first graduating class 
of the Queen of Angels Hospital, Los Angeles, Calif., took 
place in the hospital chapel, Thursday morning, January 
17, at nine o’clock. The colorful procession into the chapel 
was formed by the nineteen nurses in their snowy white, 
followed by the Bishop, three monsignors, and a large 
group of the local clergy. 

Rt. Rev. J. J. Cantwell, D.D., bishop of Los Angeles 
and San Diego, presided at the ceremony, presenting 
diplomas and pins to the nurses. In his address to the 
assembly, he emphasized the fact that nursing was one 
of the oldest professions and that its spiritual aspect must 
always be borne in mind, as the nurse ministers to the 
souls as well as to the bodies of those intrusted to her 
care. He reminded the nurses of the glorious heritage left 
them by countless devoted and self-sacrificing women who 
have rendered service to suffering humanity from the 
earliest days of history. 

Solemn high Mass was celebrated by Rev. J. J. Devlin, 
with Rev. Vincent Shepherd as deacon and Rev. James 
Martin as subdeacon. Rev. Joseph Rhode, O.F.M., and 
Rev. Julius Gliebe, O.F.M., were masters of ceremonies. 

Following the chapel exercises, a delightful breakfast 
was served by the hospital Sisters. The graduates were 
congratulated by Mother Aloysia, superior general of the 
Order, from Joliet, Ill., and Sister Luitgardis, superin- 
tendent of the hospital. Response from the nurses was in 
the form of two clever toasts. 

In the evening the class was entertained at dinner at 
the Jonathan Club. Covers were laid for 27. A reception 
and dance followed at which the graduates received the 
felicitations of their relatives, of the staff doctors and 
their wives, and of a host of interested friends. 

Students Present Play 

The Student Nurses’ Dramatic Club of St. Margaret 
Hospital School of Nursing, Hammond, Ind., presented 
a farce entitled “Her Step-Husband,” by Larry E. John- 
son, on the afternoon and evening of Feb. 6 at the Masonic 





Temple. The proceeds from the play are to be used in 
building a tennis court in the park, adjoining the nurses’ 
home, for the use of the student nurses. 

St. Vincent’s Nurses’ Alumnae Association 

The March meeting of the St. Vincent’s Hospital Nurses’ 
Alumnae Association, Los Angeles, Calif., was held at 
the hospital. The revised constitution and by-laws were 
unanimously accepted. A motion was made to change the 
endowment fund to the sick-benefit fund with each member 
paying $15 per annum. Benefits from this fund will be 
provided for in the constitution and by-laws. The Los 
Angeles Nurses’ Club expressed their appreciation regard 
ing the work of the alumnae at the annual bazaar. 

Alumnae Meets 

The alumnae association of St. Francis Hospital, Free 
port, Ill., held its regular meeting in the classroom on 
Jan. 21. Officers were elected for the new year and 
following the business session delicious refreshments were 
served by the Sisters. 

The results of each measurement are given in the report, 
so that an excellent idea is obtainable as to how growth 
proceeds, its relation to puberty, and the changes during 
adult life. Special attention is given to the variability of 
the measurements from person to person at different ages. 


Rare Tapestry at Hospital 

A rare tapestry, a reproduction of fifteenth-century 
Gothic art, has been hung on the panel opposite the main 
entrance of the new unit of St. Elizabeth’s Hospital, 
Youngstown, Ohio. “Artes Serviunt Vitae” (Let the Arts 
Serve Life) is the only reproduction of the original and 
was imported for the institution, no other tapestry of the 
same design being available in this country. It is 11 ft. 
and 7 in. long and 7 ft. wide, and rich in coloring which 
harmonizes with the other furnishings in the lobby. 

Plans are being made for the formal opening and public 
inspection of the unit which has started its second week 
of service in all its departments. Hospital authorities are 
in communication with Rt. Rev. Joseph Schrembs, bishop 
of Cleveland who will set the date. It is planned to have 
Bishop Schrembs as honor guest and speaker at the open- 
ing exercises and also Rev. Maurice F. Griffin, former pas- 
tor of St. Edward’s Church and friend of St. Elizabeth’s. 
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Surgeons’ 


Rubber Gloves 










AFFORD THE UTMOST IN 
ECONOMY AND PROTECTION 










Cadet Finger Gloves 
in sizes 7, 714, 8. 
Obstetrical Gloves, in 
16 and 21 inch length: 
sizes 7, 714, 8, 84. 


In the manufacture of Wilson Rubber Gloves, only the best 
wild South American rubber is used. 






All processes are conducted under our own roof by skilled 
workmen. 





: . . 1 These, together with most rigid inspection, combine to produce 
Examination Cots a a vo ae 
rubber gloves of great resiliency, with natural cuticle touch, 

(one and two fingers) ‘ Pacer +> alae <p ne 

; : and of unusual sterilizing qualities. The cost is so reasonable 
Drainage Tubing, 18 as to make for true economy. 
and 36 lengths— In addition, Wilson Gloves afford the maximum in that all im- 
Kolman Dilator Cov- portant requirement of protection for patient and surgeon. 
ers—Finger Cots. 










Available in a complete range of weights, and in full and half 
sizes. 






Obtainable through jobbers 





Do not miss our Educational Display 
in Booth No. 100 
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The Wilson Rubber Co. 
Canton, Ohio 


Specialists in Rubber Gloves and the 
World’s Largest Exclusive Manufacturers 
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@ AN ADVERTISEMENT OF VITAL INTEREST 
TO PHYSICIANS INTERESTED IN THE 
THERAPEUTIC VALUE OF SUNSHINE 


THE CARBON ARC LAMP has the distinction of being the 
pioneer in light therapy. It was first brought into 
prominence by Finsen, over twenty-four years ago. But 
during this time no one has told the story of carbon-arc 
sunshine. The results of this type of artificial sunshine 
have attracted great public attention. 


Now the facts of carbon-arc sunshine are presented 
so that you may help us correct the impression, existing 
in the minds of many people, that ultra-violet radiation 
is identical with that obtained from natural sunshine, 
or light sources duplicating the rays of sunshine. 


This is important, in view of the existence of artificial 
light sources which contain excessive amounts of ultra- 
violet energy not found in natural sunshine. 


Short ultra-violet radiation is potent, and may be 
dangerous, unless used cautiously, and always under the 
supervision of a competent physician. It is not safe for 
use in the home. Our research laboratories have been 
able to produce a safe light source recognized as one 
which is the closest approximation of natural sunshine 
of any illuminant now on the market. 


This light is obtained when burning Eveready Sun- 
shine Carbons in the scientifically designed, safe, shock- 
proof Eveready Sunshine Lamp. The effect on the body 
of Eveready Sunshine is the same as exposure to natural 
summer sunshine. In order to prevent over-exposure a 
time clock is installed that may be adjusted from one to 
thirty minutes. Other important safety features have 
been incorporated to make it a safe and practical genera- 
tor of artificial sunlight for home use. 

Other devices producing specialized rays have their 
field. They are extremely important in hospitals and in 
physicians’ offices—but not in the home. 

These facts as well as our method of offering the 
Eveready Sunshine Lamp and Carbons to the public 
were presented to the Council on Physical Therapy of 
the American Medical Association. This policy is 
accepted by the Council. 


NATIONAL CARBON CO., INc., Cleveland, Ohio 
Carbon Sales Division 
ae ge | 


Unit of Union Carbide iT i & & and Carbon Corporation 


Sunshine Carbons 
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ment in hospital wards. 
It operates from an ordinary 
diathermy current. 


desiccation, 


tion. 


THE LIEBEL-FLARSHEIM COMPANY 
301-307 West Third Street, 
CINCINNATI OHIO. 








Gentlemen: Please send me more information on 





The Model “P” Dynelectron is ideal equip- 


lamp socket, is 
compact, portable, and reasonably priced, yet 
delivers a large volume of perfectly smooth 


IT DELIVERS: Medical diathermy, Electro- 
Electro - coagulation 
diathermy), fulguration, and auto-condensa- 


No operating room is complete without elec- 
tro-desiceation and electro-coagulation equip- 
ment as provided in the Model “P.”’ 


Dynelectron; Free reprints on [) medical diathermy (J surgical diathermy. 
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(With Sub-Cabinet) 

















— 


On, 
ios 





a» 





Confession Made Easy 

By Rev. Fructuosus Hockenmaier, O.F.M., $1. 
sion Press, Techny, Ill. 

The well-chosen and striking title of this welcome little 
volume or manual (for such it is) sounds almost paradoxi- 
cal, and will serve as a challenge to timorous, scrupulous, 
and troubled souls everywhere who crave the consolation 
which Confession is bound to bring them, but shrink from 
the ordeal with a nameless dread. 

The manual has received a special recommendation from 
the Holy Father, and has been translated into eleven lan- 
guages besides English. It should prove a welcome gift to 

Catholics generally, but most_of all, to those who suffer, 
whether in body or in soul.—S. C M. 
Glories of the Holy Ghost 

By Rev. W. F. Stadelman, C.S.Sp., 
Techny, Il. 

Into this artistic volume has been united a series of 
tudies, a collection of tributes, and an account of certain 
movements bearing on the Third Person of the Blessed 
Trinity, not merely along theological and mystical lines, 
but also along the less known and less explored side of 
poetry, music, painting, and architecture, as well as in 
‘ther domains of religious, social, and civic endeavor. 

The volume should be a welcome addition to any priest’s 
ibrary, and an acceptable gift to the neo-presbyter at the 
time of his ordination. The book is handsomely bound and 

opiously illustrated with masterpieces chosen from almost 
very part of the world.—L. E. L 
The Sanity of Sanctity 

By Rev. J. E. Moffat, S.J., Net $1.50, Benziger Brothers. 

In a masterful manner, this timely book sets forth the 
reasonability of religion, and vindicates it against its sup- 


Mis- 


$3.00, Mission Press, 





posed lack of common sense, as set forth in their repeated 
attacks on religion by the intellectual highpriests of pres- 
ent-day cleverness. * 

The author writes convincingly and entertainingly, and 
in a manner which is at once a departure from the usual 
presentation of the topics treated, and a stimulus to any 
sincere reader, seeking the truth, to finish the volume be- 
fore laying it down. Convalescents in our hospitals would 
welcome the book.—B. M. 

The Holy Eucharist and Christian Life 

By Rev. Frederick M. Lynk, S8.V.D., 
Techny, Ill. 

Mammonism, pleasure seeking, self-sufficiency, and a 
heartless selfishness, according to the author, are the four 
idols whose worship has brought our age to the verge of 
chaos. All of these have grown out of the materialism of 
the present day, which has driven God out of the world 
that is rightfully His, and out of the soul of man by deny- 
ing and destroying in others a belief in the supernatural. 

On the other hand, individual souls, as well as nations, 
are constantly craving for and relentlessly seeking a peace 
that will abide lastingly. This is the aim and purpose of 
all social activity, but it can come only “from the altar, 
from the god of peace, from Jesus Christ, who is the King 
and center of all hearts.”—B. L. 
Social Problems and Agencies 

Edited by Henry S. Spalding, S.J., 
New York. 

The third and last of a series of three volumes dealing 
with social subjects, the present work sets forth present- 
day social problems in combination with the agencies which 
have gradually been brough into being to seek the solution 
of these problems. This method is a departure from that 
hitherto followed in works dealing with social topics, and, 
for that reason, will be doubly acceptable to teacher and 
student alike. 

Every chapter in the book has been prepared by an ex- 
pert, or has been summarized from official organs of stand- 
ard social agencies. The work is a careful, up-to-date 
scrutiny of American conditions, at once frank and con- 
structive throughout. 

As a Catholic handbook of the subject, 


Mission Press, 


Benzinger Brothers, 


it is the most 


complete and serviceable work published in English in 
America thus far, and equally adapted to private study or 
classroom use.—C. M. L. 
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WAPPLER 
X - Ray 


Equipment 


in Leading 
Hospitals 





The new Jewish Hospital, 
Brooklyn, N. Y., is equipped 
with sixteen pieces of Wap- 
pler radiographic, fluoro- F 
scopic and therapeutic appa- be 


CLOW LEWIS & WIE 
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ratus. The new Columbia 
Presbyterian Medical Center in New York 
City has seventeen. 


Below, the new 
New 


York City 











Above, the new Jewish Hospital, Brooklyn, N. Y. 
Medical Center, 


No more convincing evidence could be de- 
sired of the superiority of Wappler Valve 
Tube Rectifier X-Ray apparatus than its 
selection for these and other great modern 
hospitals. Our new booklet J.B. contains 
valuable information regarding Valve Tube 
X-Ray Apparatus. Write for a copy. 


WAPPLER 
ELECTRIC 
COMPANY, Inc. 


General Office and Factory, Long Island City, N. Y 
Show Rooms, 173 East 87th Street, New York City 
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Says Religion is Necessary 

“If men and women had more religion, they would not 
be flying off at tangents as they are today,” is the unique 
manner in which Dr. Davenport White, nationally promi- 
nent in medical circles, diagnoses nervous diseases of the 
country. 

When interviewed recently at the Marlborough-Blen- 
heim at Atlantic City, N. J., where the doctor had come 
from his home in Washington, D. C., to enjoy a brief vaca- 
tion, he proved a most versatile gentleman. Religion, 
drama, travel, and literature are just a few of the subjects 
upon which he voluntarily launched when discussing such 
far removed subjects as tuberculosis and criminally insane 
men. 

In speaking further of the importance of religion to 
health, Dr. White averred: “It does not matter which 
religion a man professes. Voodooism or any other faith 
under the sun serves the purpose of making a man realize 
that there is a higher being in whom to put his trust. This 
gives him something definite upon which to lean and 
relieves his nervous temperament. Because of the lack of 
religion in America, many people today are spiritually 
suspended in midair. It is no wonder that they are neurotic 
and subject to all known nervous ailments.” 

The return of the family doctor to his own is predicted 
by Dr. White. “I believe that medicine today is too 
specialized,” he said. “There is no doubt that the old fash- 
ioned family doctor is due for a return in the near future. 
I refer to the type of man who makes a general diagnosis 
of his patient. 

A cure for tuberculosis may soon become a reality, in 
the opinion of Dr. White, who has been doing exten- 
sive research work. He said, “I believe that doctors today 





are on the right track. In the beginning they emphasized 
the tuberculosis germ because they were so elated at its 
discovery. Now they are realizing that the germ itself 
plays a small part in the disease and are looking else 
where.” 

Those who jeer at the American system of punishment 
to criminals have a mistaken idea, Dr. White believes 
“Only on rare occasions are murderers in their right 
mind,” he said. “A man cannot take the life of a fellow 
being unless he is under the influence of some passior 
which so completely distorts his viewpoint as to make hin 
insane.” 

Overeating Very Injurious 

“Animals have enough sense not to eat before going 
to sleep,” said Dr. John Constas in advising against night 
raiding of ice boxes, an institution dear to so many hearts. 
“Anyone who feels he must have something before going 
to bed should drink, but never eat,” he declared. 

Dr. Constas is a member of the Georgetown University 
medical faculty and personal physician to a number of 
diplomats in Washington. He has been in close contact wit 
governmental administrations in the United States. H: 
was sent to Europe during the Harding administration a 
commissioner on immigration. He was also sent six yeal 
ago to organize relief work in Greek hospitals. He is 
recuperating at Atlantic City, N. J., following a recent 
attack of influenza. Overeating is described by the docto 
as one of the curses of America. He attributes many ills 
to this custom. 

“T believe that two meals a day are plenty,” he asserts 
“Have something to eat about 9 o’clock in the morning and 
5 in the afternoon. Eating between meals is another habit 
which is very harmful. Many people will get up from the 
dinner table, and about an hour later eat some ice cream 
or cake. This is entirely unnecessary.” 

The great number of people suffering from neurotic ail 
ments was cited by Dr. Constas thus: “Approximately 75 
per cent of the ailments in this country are neurotic. In 
Europe only 40 per cent of the ailments are neurotic. Be- 
cause of the hustle and bustle of this country such a condi- 
tion is inevitable. 

“Most of the people walking along this Boardwalk have 
not come merely for a vacation, but because they have been 

(Continued on Page 60a) 
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You are cordially invited 
TO VISIT EXHIBIT BOOTH NO. 114 AT THE 


CATHOLIC HOSPITAL CONVENTION 


Stevens Hotel, Chicago, where many new items of the 


-FOSCO- Line of Hospital Furniture 


will be shown 
THE NEW 


COLUMBUS 


OPERATING TABLE 


here shown is of vital interest to the 
Hospital. This table is strong and rug- 
ged, has the foot operated hydraulic 
pump, and all of the new lateral tilting 
positions can readily be obtained in its 
use. 


This table embodies the latest ideas in 
operating equipment and can with 
profit be investigated by every pro- 
gressive Hospital. 


COLUMBUS OFERATING TABLE 
With the Lateral Tilting Positions. Horizontal Posi- 
tion—All Accessories Furnished. Rustless Monel 
Metal Top. Cast Porcelain Base, 31 in. minimum 
height, 40 in. maximum height, 191% in. wide, 80 in. 
long over all. 


BEDSIDE AND INSTRUMENT TABLE C.A. 673 
With Porcelain Steel Top and Steel Shelf 
32 in. High, 20 in. Wide, 16 in. Deep 
(Harper Hospital Pattern) Large Supply Drawer mounted on non- 


Trendelenburg, Reverse Trendelenberg and binding slides. 
Horizontal Positions Equipped with 2 in. rubber tired casters. 


F. O. SCHOEDINGER 


COLUMBUS Manufacturer OHIO, U. S. A. 
Chicago Office and Display Rooms: 316-317 Atlas Bldg., 30 E. Randolph St., Chicago, Il. 


C.A.-1815 TILTING BASSINETTE 
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PERFECTION MICROSCOPIC SLIDES 
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PERFECTION MICROSCOPIC SLIDES 
are of a new type and appeal to the busy tech- 
nician and research microscopist. 

These slides have a ground face at one end 
on which identification markings may be made 
They are for use when it is desired to mark the 
slides in a permanent or semi-permanent manner. 

The ground surface will permanently retain 
markings made with indelible ink. Markings 
made with an indelible pencil, lead pencil or 
ordinary ink may be removed by washing with 
water, but these markings are much more per- 
manent than grease pencil figures on plain 
glass. 

The ground glass surface eliminates the trou- 
ble caused by gummed labels which soon be- 


District 








Distributors 





come unsightly and in many cases increase the 
thickness of the slides to such an extent that 
two slides cannot be placed in a single groove 
of a slide box. 


The slides are of medium thickness, having a 
thickness of from 1 mm. to 1.3 mm., measure 
75x25 mm. and have a slight green tinge when 
viewed edgewise. The surfaces are plane, free 
from bubbles or other defects, and the edges 
are nicely ground. 

The slides are inexpensive and are packed in 
boxes containing one-half gross. 

A sample slide will be cheerfully and prompt- 
ly furnished upon application. 
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living at such high tension that they have to rebuild their 
system. 

Cancer cure was discussed by Dr. Constas. He believes 
that its discovery is inevitable. “Cures for almost every 
known disease have been discovered,” he pointed out. “It 
is merely a matter of time before this secret will be dis- 
covered. 

“I believe that Americans do not realize the research 
work which is being done in this country today. The most 
important experiments in the world are taking place here. 
Europe is no longer the center of the medical profession.” 

Father Moulinier Visits Long Beach Hospital 

Rev. C. B. Moulinier, S.J., executive director of the 
Catholic Hospital Association paid a visit to St. Mary's 
Hospital, Long Beach, Calif., after attending the meeting 
of the American College of Surgeons in Los Angeles in 
February. Father Moulinier was enroute to San Bernar- 
dino to inspect the prospective site for the new hospital 
which is to be in charge of the Sisters of Charity of the 
Incarnate Word who also conduct the Long Beach in- 
stitution. 

Sister M. Raphael, superior of St. Mary’s who received 
part of her early training under the guidance of Father 
Moulinier, with several of the Sisters accompanied him 
to San Bernardino. At present the Sisters are also busy 
with plans for their own new hospital building at Long 
Beach, which is to be erected in the near future. 

For five years the Sisters have worked devotedly and 
efficiently in the care of the sick and their work has 
grown until now the present hospital buildings are in- 
adequate and plans are completed and work will soon 
start on the new eight-story structure, which will adjoin 
the present hospital building. It is planned to have a 
school of nursing as a part of the new institution, and 
the present building will be converted into a nurses’ home. 
Father Moulinier was very much pleased with the growth 
and work of the hospital as well as the ideal location 
chosen for the new building at Long Beach. 

Alexian Brothers Issue Report 

The Alexian Brothers of Chicago have issued their 
report for the year 1928 in the form of a 47-page booklet, 
illustrated with pictures of the institution and personnel. 


In an introductory statement, the Brothers point out that 
“citizens truly are the beneficiaries of hospitals.” One 
paragraph from this introduction puts the matter thus: 

“Hospitals in many respects resemble high-class liability 
insurance policies. Such a policy gives the holder a feel 
ing of protection; a hospital, when the reason for it 
existence is analyzed, does the same for the citizens of 
community. True, you must pay for the services rendered, 
if you are able; so must you for the protection of you 
policy. To the latter, however, cannot be added the clause, 
‘if you are able.’ ‘No pay, no policy’ is the law. In that 
respect it differs from a hospital; there, help is given to 
thousands without pay.” 

During the year, the Alexian Brothers at Chicago cared 
for 3,765 patients. These were classified as to their religior 
as: Catholic, 2,176; Protestant, 1,160; Hebrew, 158; 
Orthodox, 152; No religion, 107; Mohammedans, 12 
These represented 40 nationalities. 

The number paying full rate was 1,569; paying i 
part, 1,255; charity, 941. The number of days of pay 
treatment was 32,239; part-pay, 28,064; charity, 18,538 
total, 78,841. 

During the year, 297 patients died, 88 of whom cams 
to the hospital in a dying condition. 

Pennsylvania C.H.A. Holds Meeting 


The eighth annual meeting of the Pennsylvania Sectior 
of the Catholic Hospital Association was held at the 
Bellevue-Stratford Hotel, Philadelphia, Wednesday, March 
13, 1929. The following officers were elected for th: 
ensuing year: 

President, Sister M. Irenaeus, R.N., Providente Hospital, Beaver 
Falls, Pa. : 

First vice-president, Sister M. Carmelita, R.N., DuBois Hospital 
DuBois, Pa. x 

Second vice-president, R.N., 
Wilkes Barre, Pa. ‘ 

Third vice-president, Sister M. Mildred, R.N., 
nity Hospital, Scranton, Pa. : 

Secretary-treasurer, Sister M. Mechtilde, R.N., Mercy Hospital 
Pittsburgh, Pa. 

Directors: Sister M. Avellino, R.N., Mercy Hospital, Scranton 
Pa.; Sister M. Thomasine, R.N., St. Francis Hospital, Pittsburgh 
Pa.; Sister M. Aloysia, R.N., Mercy Hospital, Johnstown, Pa. 
Sister M. Rose. R.N., Mercy Hospital, Pittsburgh, Pa.; Sister M 
Illuminata, R.N., St. Agnes Hospital, Philadelphia, Pa. 

(Continued on Page 68a) 


Sister M. Regina, Mercy Hospital 


St. Joseph's Mater 
















HOSPITAL PROGRESS 








Protect Babys Tender 
Skin with ‘Infantol" 


—the liquid olive oil baby soap from the sanitary 
Infantol Dispenser. This soap is highly concentrated 
and contains ingredients necessary to cleanse, stimulate 
and protect baby’s tender skin. 


The dispensers are licensed without cost to users of 
Infantol Baby Soap. This new way is better and costs 
less—that’s why Infantol is being used by many of the 
foremost maternity hospitals. 


Septisol Liquid Surgical Soap and Septisol Dispensers 
are also Vestal products. Septisol is a quick lathering 
antiseptic soap for surgeons. No part of the dispenser 
need be touched with the hands. It operates by pneu- 
matic pressure. One slight pressure with the foot on 
the plunger dispenses the correct amount of soap. 


Septisol dispensers are also licensed without cost to 
users of Septisol Surgical Soap. Surgeons appreciate 
these sanitary dispensers and they save the hospital 
considerable on their annual expenditure for soap. 


Write at once for full details of these two 
products. If you attend the third annual 
Clinical Congress of the C. H. A., be sure to 
wisit our booth (No. 137) and see these mod- 
ern fixtures in operation. 





NOTE:—Statements regarding a liquid soap dispens- 
er similar to the Infantol Dispenser may have left the 
impression that all dispensers other than the one men- 
tioned were infringements. This is not true. As a mat- 
ter of fact, the Infantol Dispenser has features obtainable 
in no other dispenser. We invite comparison. 














VESTAL CHEMICAL COMPANY 


ST. LOUIS,U.S.A. 
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This Chair 


YFOR 30 DAY 
TRIAL 


Pr ss 
_ 


.. toany recognized hospital 
we offer free transportation 
and free use of the famous 
ROYAL Easy convalescing 
chair—for 30 days. This chair 
reclines—restfully supports 
the body in any wanted posi- 
tion. . . . Used by famous 
hospitals over two decades. 
Superintendents: order one 
for trial. No cost. Address: 


ROYAL-Easy CHAIR CO. 
Sturgis, Michigan 


= Reval: 6 asl. 
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ARCHITECTURAL BEAUTY 
Wm. F. Lockhardt, New York City 

A recent writer in this magazine made a plea for 
architectural beauty in hospital buildings, discussing 
particularly interior architecture as a basic aid to 
this goal. 

A great step forward in this direction can be taken 
by hospital authorities and architects in planning new 
structures or in remodeling older ones by giving due 
thought to the artistic possibilities of structural materials 
which eo now available to the builders hand. We have, 
it is to be hoped, finally and definitely passed the stage 
where everything has to be white tile to convey the im 


pression of outstanding sanitation. The more modern 


hospital structures are not afraid to bring into their 
wards and private rooms the color which is so fast be 
coming a part of present-day life, and there should be 
still less hesitancy in going along with this present-day 
trend when it is realized that color need in no way be 
incompatible with the most rigid sanitary requirements. 
Textured plastered wall surfaces even in low relief and 
no matter how well painted are inveterate dust catchers 
as every housewife knows, and their place in the hospital 
scheme of things is to be questioned even for such places 
as entrance halls or foyers. Of the various structural 
materials possessing dense, impermeable surfaces, and 
which may be had in relatively large units to reduce the 
number and extent of mortar joints, such as marble, 
terrazzo, and terra cotta, the latter in particular opens 
up an intriguing field when thought is given to its 
possibilities. It is probably the most versatile structurai- 


(Concluded on Page 106a) 

















ENTRANCE CORRIDOR FINISHED 


Circle Building, Columbus Circle, 


IN TERRA COTTA 
New York City. 

















This shows the 
SPRING-AIR 
Mattress on a hos- 
pital tilting bed. It 
takes the form of 
any bed of this type 
with no attention or 
effort. (Patented by 
Francis Karr.) 


There is also the 
Karr Inner - Spring 
Mattress for those who 
prefer “Spring-Air”’ 
im one-piece. 


Flexibility 
Durability 
Cleanliness 
Comfort 
Economy 


HOSPITAL PROGRESS 


“You can’t buy 
bed-comfort by 
the pound” 


TRADEMARK 
REGISTERED 





Help the patient to sleep completely 


relaxed 


In a year and a half more than 400 hospitals have 
put in Spring-Air Mattresses, to a greater or lesser 


Ease of Handling extent. Also more than 260 fine hotels. 


The following hospitals are among those using 
large quantities of Spring-Air Mattresses: 


Sr. Luke's Hosp!rat, Cleveland, Ohio 
St. Evizasetu’s Hospitau, Dayton, Ohio 
Tue Cuaist Hospita, Cincinnati,Ohio 
SAGINAW GENERAL HospPITAL, Saginaw, Mich 
MUSKEGON CoUNTY TUBERCULOSIS SAN., Muskegon, Mich 
The steel cush- BELMONT HospITAL, Chicago 
fold a ae PRESBYTERIAN HospIrTAL, Chicago. 
vies — pom 4 ELIZABETH STeeL MAGee Hosrirat, Pittsburgh 
True flexibility. BATTLE CREBK SANITARIUM, HospITAu Dept., Battle Creek 
LAKESIDE HospPIrTAL, Kendallville, Indiana 
St. Josern’s Hosprrau, Chippewa Falls, Wis 
PASSAVANT HospPITAL, Pittsburgh 
St. MARGARET’s HosPITAL, Pittsburgh 
ALLEGHENY GENERAL HospIitAt, Pittsburgh 
HACKLEY HospPitaL, Muskegon, Mich. 
West Susursan Hospitau, Oak Park, Illinois 
Epwarp W. Sparrow Hosp!tAau, Lansing, Mich 
Rospert PACKER Hospita., Sayre, Penna. 
Harper Hospitau, Detroit, Mich. 
HurRLeY MEMORIAL HospPITAL, Flint, Mich 
Detroit TUBERCULOSIS SANATORIUM, Detroit, Mich 
PROVIDENCE HospPITAL, Detroit, Mich. 
MILLARD FILLMORE HospPITAL, Buffalo, N. Y 
PARKWAY HospITaL, New York City 
ToRONTO WESTERN HospiItA.L, Toronto, Canada 
CALIFORNIA SANITARIUM, Belmont, Calif 
Woman's Hosp!tTAu,Cleveland 
Sr. ELizasetu’s Hospitat, Youngstown, Ohio 


Dr. Hamilton, Superintendent of the great Harper Hospital, Detroit, says, 
“There is nothing more to be tested about the Spring-Air Mattress. It is 
entirely satisfactory in every particular. It is unequalled in comfort, in ease 
of handling, and in cleanliness.” 

Augustus Nulle, Managing Director of the Waldorf Astoria, New York, 
writes us, “ ‘Spring-Air’ is more than you claim for it.” 


CHARLES KARR COMPANY, Holland, Michigan 
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THIS SET OF JUVENILE FURNITURE AT 
THE CONVENTION 


a. introducing color into your hospital, don’t forget to 







place color in your children’s rooms. The suite illustrated 





above is indeed unique in design and sturdy in construc- 






tion. It is obtainable in most any color or combination of 






colors and it costs no more than ordinary furniture. 







We will also display a line of steel filing cabinets, steel 





wardrobe lockers, steel bedside tables, metal and wood 





bedside screens and a silver service in both chrome plated 





and silver; also, a line of cast aluminum kitchenware. 






See it at booths 158 and 159. 
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AST week, the writer of this 
I article was shown a restful 
hospital room the most 
pleasant hospital interior he 

had ever seen. 
Great chefs concoct masterpieces with 
a few simple ingredients. The ingredients 

of restfulness were: 

A tint of pale green on the ceiling. \ 
warm, stippled green on the plaster walls. 
\ cheerful two-tone green in the resilient 


floor of Jaspé Linoleum. Nothing more! 


The cost? No more than the “prison” 
style of hospital decoration. Green paint 
is not priced higher than white. Seales 
Jaspé Linoleum is one of the most econ 


omical hospital floors. 


Now suppose that we rip out this Jaspé 
Linoleum and substitute hard wood or 
cement. What happens? An alien ele 
ment has intruded. The color harmony 
has been destroved. Instead of the warm, 
comfortable “feel” of linoleum, we have 
a hard, unvielding surface. Instead of 


quiet —noise! 

No exaggeration then to say that this 
inexpensive Sealer Linoleum floor makes 
the room. It is sufficiently decorative to 
compensate for the lack of decorative 
“fixings” which have no place in a hos- 
pital interior. 

Now let's assume that vou have decided 
on resilient floors of this type for the 
building vou are planning. A Bonded 
Floors representative calls and shows vou 
samples of cork-composition materials. 
A, B, C, D and F (see color reproductions 
on next page) are a few of several 
dozen standard color effects, obtainable in 
Sealex Linoleums or Sealex Tiles. These 
units may be combined in hundreds of 
different ways. Lay them as solid-colored 


Continued on next page 


Quiet and restful underfoot, as well 
as in their harmonious colorings, these 


resilient floors do their bit to shorten 


con valescence. 





Space permits us to show only a few of the many 
colors in which you may obtain these quiet, comfort- 
able floors. Write us if you are interested in know- 


ing more about Sealer Linoleums and Sealer T 


INGREDIENTS of RESTFULNESS 


Continued from preceding page 


floors. Cut them in strips and you have ornamental border effects like G 
and H. Cut them into tiles—of any shape and size—and you have a handsome, 
hand-made floor like E, suitable for your reception room or entrance hall. 
On request, the Bonded Floors designing staff will submit special patterns. 


You'll find Bonded Floors Company a pleasant organization to do business 
with. Our service takes care of everything. We will cooperate in choosing the 
proper type of floor, aid in working out the design, etc. We will put you in 
touch with an experienced, trustworthy distributor near you, who will install 
our materials correctly. We have selected and trained our authorized dis- 


tributors with the sole idea of delivering satisfactory floors. 


Bonded Floors linoleum and cork-composition tile floors are manufactured 
by the exclusive Sealex Process, which renders them highly sanitary, stain- 
proof and easy-to-clean. Our faith in Sealex materials and in the workmanship 


of our distributors is evidenced by our Guaranty Bond against repair expense. 
Call upon us for any service or information you may require in connection 
with resilient floors—no obligation, of course. 


BONDED FLOORS COMPANY Ine. 


Division of Congoleum-Nairn Ine. 


General Office: Kearny, N. J. Authorized distributors in principal cities 


BONDED @: 


GUARANTY CO. 


Resilient Floors Backed la 


‘les. 


Black Marble-ized Border with 
Border strips of Red and Black 


Black Border with Border 
, strips of Green and Black 


| ‘II be interested m this 
authoritative booklet on hos- 
pital floors, prepared hy 

4 architects. May we send 


you a copy? 


LOOR 


by a Guaranty Bond 
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Do Your Corridors Have “7'rafic Lanes’? 























hineAll would have prevented it 


TRADE MARK REG. US. PAT. OFF. 


The Shine-All sheen keeps 
the traffic off the floor 


Thereare no “traffic lanes” ina SHINE-ALL cleaned building, 
because traffic never touches the floor. SHINE-ALL insures 
floors against wear and deterioration. SHINE-ALL imparts a 
beautiful, new, protective sheen on the surface at every clean- 


Let a Hillyard Floor 
Maintenance Expert 
call and inspect your 
floors! His recom- 
mendations will be 
practical, economi- 
cal and certain to 
produce results. 
Write today! No 
obligation. 


ing that withstands the constant grinding of thousands of feet. 
Endorsed by all floor manufacturers, SHINE-ALL is the one 
cleaner recommended to meet all floor conditions. It cleans, 
polishes and preserves—in one operation—all types of floors 
whether tile, terrazzo, linoleum, cork, rubber, linotile, compo 
sition or wood. SHINE-ALL is a neutral liquid cleaner. It 
contains no harmful abrasives. 


Branch Offices and Warehouses in All Principal Cities 


SHINE-ALL SALES COMPANY, Distributors for HILLY ARD CHEMICAL COMPANY 


St. Joseph, Missouri, U. S. A. 
Copyright 1929 


en 





, METAL 


Food Service 
Equipment 


HE photograph repro- 

duced belowshowssome 
of the many items of Monel 
Metal food service equip- 
ment installed in the Hahne- 
mann Hospital. 

All Monel Metal food 
service equipment in the 
Hahnemann Hospital was 
installed by 


VICTOR V. CLAD CO. 
PHILADELPHIA, PA. 


The Monel Metal dish- 
washer installed by the 
Victor V. Clad Co. was 
manufactured by 
FASPRAY CORPORATION 

RED BANK, N. J. 
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The TAHNEMANN 


PHILAD 


nother example 


.-» Monel Metal 





HOSPITAL SUPPLY CO. & THE WATTERS 


Clinical Equipment 


NE of the operating 

rooms in the Hahne- 
mann Hospital showing 
Monel Metal equipment. 
Monel Metal Clinical 
Equipment was installed in 
the Hahnemann Hospital by 


BRADLEY & WEAVER MFG. CO. 
PHILADELPHIA, PA. 


LABORATORY, CONSOLIDATED 
NEW YORK, N. Y. 

















MARK 






THE INTERNATIONAL 


NICKEL 











COMPANY, INC. 
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HOSPITAL 


ELPHIA,PA. 


a 
in every department 


Laundry Equipment 


ERE is a photograph of 

the laundry in the 

Hahnemann Hospital,show- 

ing a battery of Monel Metal 

American Perry Laundry 

Machines,manufactured and 
installed by 


THE AMERICAN LAUNDRY 


MACHINERY CoO. 
CINCINNATI, OHIO 








67 WALL STREET, NEW YORK, N. Y. 


RECENT 
MONEL METAL 
INSTALLATIONS 
in other hospitals 


Previously published lists of 
Monel Metal hospital installa- 
tions will be supplied on request. 


Babies Hospital, New York, N. Y. 
Beth Israel Hospital, New York, N. Y. 
Biloxi City Hospital, Biloxi, Miss. 
Bronx Hospital, New York, N. Y. 
Burnham City Hospital, Champaign, IIL. 
Central Islip Hospital, Central Islip, L. L. 
Central Park Clinic, Buffalo, N. Y. 
Children’s Hospital, Chattanooga, Tenn. 
City Hospital of Akron, Akron, Ohio 
Culver Union Hospital, Crawfordsville, Ind. 
Edgewater Hospital, Chicago, LL 
Elizabeth A. Horton Memorial Hospital, 


Middletown, N. Y 
Faulkner Hospital, Jamaica Plain, Mass. 
Fordham Hospital, New York, N. Y. 
Fort Hamilton Hospital, Hamilton, Ohio 

Georgetown University, Washington, D. C. 
Grasslands Hospital, Brooklyn, N. Y. 

Johns Hopkins Hospital, Baltimore, Md. 
Jameson Hospital, New Castle, Pa. 
Jewish Hospital, Brooklyn, N. Y. 

Lee Homeopathic Hospital, Johnstown, Pa. 
Le Roy Sanitarium, New York, N. Y. 
Mass. General Hospital, Boston, Mass. 

National Vaudeville Artists’ Sanitarium, 
Saranac, N. Y. 
Newton Hospital, Newton, Mass. 

N. Y. C. Children’s Hospital, New York, N. Y. 
Oshawa General Hospital, Oshawa, Ont., Canada 
Physicians & Surgeons Hospital, Wilmington, Del. 
Piedmont Hospital, Atlanta, Ga. 
Presbyterian Hospital, Newark, N. J. 

Robinwood Hospital, Toledo, Ohio 
Rochester State Hospital, Rochester, Minn. 
St. Anthony’s Hospital, Chicago, IIL. 

St. Johns Hospital, Paterson, N. J. 

St. Lukes Hospital, 
113th St. & Amsterdam Ave., New York, N. Y. 
St. Mary’s Hospital, Saginaw, Mich. 

St. Peters Hospital, Albany, N. Y. 

St. Theresa’s Hospital, Waukegan, IIL. 
State Hospital, Hazleton, Pa. 

State Hospital, Selins Grove, Pa. 
Syracuse Memorial Hospital, Syracuse, N. Y. 
Toronto East General Hospital, 
Toronto, Ont., Canada 


West Louisiana Sanitarium, Fisher, La. 
Women’s & Children’s Hospital, Chicago, Il. 
= Women’s Hospital, Detroit, Mich. 


Note: 


Names of fabricators and manu- 
facturers supplying Monel Metal 
equipment forany of the above jobs 
will be gladly furnished on request. 














Rev. E. F. Garesché, 





Khe Medical Missions 


The Catholic Medical Mission Board is affiliated with the Catholic Hospital Association. 
8.J., Director, 25 West Broadway, 





New York City. 





















HOLY FAMILY HOSPITAL, 
OF THE SOCIETY OF 
NEED FOR A MEDICAL RELIGIOUS ORDER 

In the Catholic Medical Guardian, of October, 1928, we 
read: “At the Missionary Congress, held in September at 
the College of the Oratorians at Juilly, 25 miles north of 
Paris, Dr. Havet, Professor at the University of Louvain, 
Belgium, discussed the importance of organizing an 
entirely Medical Order to care for our Catholic Missions. 
It would be regretable, he is reported by the Catholic 
Herald to have said, to abandon this work to millionaire 
philanthropists, the Salvation Army, or other organizations 
sponsored by various Protestant sects. His ideal was the 
founding of a Medical Religious Order similar to the 
warrior Crusaders of the Middle Ages. While awaiting its 
development, the missionary bodies should augment their 
personnel with men having some medical knowledge, 
nurses, and midwives, and, wherever possible, graduate 
physicians. An effort should be made to interest the 
medical profession, so that they would give their services 
to missionary work for a stated period, with the idea of 
teaching apt natives to care for their own people.” 

We must tell Professor Havet that the Society of Cath- 
olic Medical Missionaries in Washington, D. was 
started with this very ideal. But the medical mission field 
is so large that it will require many medical crusaders 
from different lands to lend a hand in the conquest of 
paganism by devoted and skillful exercise of Christian 
charity toward the sick and afflicted. 

We are very happy to announce another women’s 
medical missionary enterprise, which is planned along 
lines of a religious order visioned by Professor Havet. 
The headquarters are in Glasgow, Scotland. We hope to 
be able to tell our readers more about it by degrees. In 
the meantime we wish the organization in Scotland, known 
as the “Institutum Deiparae,” God’s blessing and the en- 
couragement of many good friends! 

Supplies Donated to Missions 

Recently Rev. E. F. Garesché, S.J., director of the Cath- 
olic Medical Mission Board sent out a request to leading 
manufacturers and wholesale dealers asking for donations 
for the medical missions and some very generous and use- 
ful donations have been received. These have already 
been sent to the foreign missions. 

Increasingly large numbers of letters 


CATHOLIC MEDICAL 





are being re- 


ceived from missionaries telling of the great importance 
of the medical side of the missions as a means to win the 
pagans to come to listen to their instructions by helping 
them medically. Although the work is continually growing 


MURREE ROAD, RAWALPINDI CITY, PUNJAB, INDIA, STAFFED BY MEMBERS 
MISSIONARIES, BROOKLAND, WASHINGTON, D. C. 
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and larger and larger quantities of supplies are sent in, 
still the needs of the work are very great and an in- 
definite amount of supplies can be utilized as the field 
is almost limitless. 





(Continued from Page 60a) 
St. Cecilia Hospital Guild 

The St. Cecilia Maternity Hospital Guild, Brooklyn, N. 
Y., met for the annual election of officers March 25. Rt. 
Rev. Edward J. McGolrick was reelected honorary presi- 
dent. Msgr. McGolrick is the founder of the St. Cecilia 
Maternity Hospital. The Guild meets every third Thursday 
at 8:30 p.m. in St. Cecilia’s day nursery building, Ninth 
and Richardson Streets. It is devoted to the work of the 
St. Cecilia Maternity Hospital at Humboldt and Richard- 
son Streets in charge of the Sisters of St. Dominic. 

Brothers Hold Religious Profession 

At the motherhouse of the Alexian Brothers in Chicago, 
Ill., on St. Joseph’s Day, a number of Brothers renewed 
their temporary vows, two postulants received the religious 
habit, five novices pronounced their first vows, and three 
Brothers made their life profession. 

Rush Work on Hospital Wing 

Work is being rushed on the new modern fireproof wing 
of Sacred Heart Hospital, Yankton, S. Dak., in an at- 
tempt to complete it within the next four or five weeks. 
All outside work is practically completed and workmen are 
now at work on the interior. 

The hospital is badly overcrowded as all wards are filled 
and several beds have had to be placed in the corridors. 
When the wing is completed the institution will be one of 
the most modern in the Northwest. The new furniture has 
arrived and has been stored in the finished rooms until 
ready for installation. The furniture is all of metal, some 
being finished in an olive gray and some in wood brown. 
The section of the wing containing the chapel will not be 
ready for use until later. 

Hospital Contributed $213,960 in 1928 

A total of 9,865 days of free service was rendered at the 
Good Samaritan Hospital, Cincinnati, Ohio, during 1928 
for a total of $60,515 and also $153,444 in part-pay service. 
A grand total of $213,960 represents the contribution of 
the hospital to the care of the sick and accommodation of 
the needy sick and patients of limited means in the com- 


munity. 
(Continued on Page 70a) 
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Faithful Aids to Good Service 
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METABOLOR LOVAC 


The Basal Metabolism . | : : A Postoperative 
Instrument. ooo NE Drainage Pump 


See 
Our Exhibit 
Booth No. 144 
or write for catalog. 


q Oxygen Therapy 
Tonsil Apparatus Apparatus 


TOLEDO TECHNICAL APPLIANCE CO. 


TOLEDO, OHIO, U.S. A. 
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Our Policy 







Satisfy the Customer 


WASH FABRIC UNIFORMS 


attractively tailored combining 
comfort and serviceability 


Workmanship and material not excelled 
OUR GRADUATE AND STUDENT NURSE 


when correctly attired 
to any Institution. 


lend dignity and pride 
The Elite style No. 58 is most attractive for the graduate, 
our newest design can be had in fabric G245, English 
Broadcloth $8.00; 3 for $22.50. 

F230, Burton’s Irish Poplin and Hindle’s English Poplin, 
very best grade $7.50, 3 for $21.00. 

D30, nurses’ cloth, $5.50 each; 3 for $15.00. 

Our Student Nurse uniforming now covering 44 States 
since we eliminate the hospital detail, by uniforming to 
your own specifications, which is a feature not overlooked 






THE ELITE 


































by the leading Hospitals today. 


WASH FABRIC 


Style 80 


Chicago, 





We will gladly go into detail as to materials, prices, etc. fi 


Catalogue mailed on request. ] 


7 E. Harrison Street 
Illinois 


COMPANY 


Style 58 














(Continued from Page 65a) 
Hospital Libraries at A.L.A. Meeting 

The 51st annual conference of the American Library 
Association will meet at Washington, D. C., May 13-18, 
1929. There will be a session of the Hospital Libraries 
Round Table. Miss Mary E. Schick, Walter Reed Gen- 
eral Hospital, has asked the group to have an informal 
meeting at her hospital. 

Hospital Shares in Fund 
Mercy Hospital, Baltimore, Md., is one of the eleven 
Baltimore hospitals to share in a $1,000,000 trust fund 
created by Frederick Bauernschmidt, local philanthropist. 
The gift was a surprise to Mercy Hospital as well as the 
other ten institutions named in the deed since none of 
their directors had been consulted by the donor and were 

not aware that the gift was to be made. 

Hospital Fund Day 

St. Mary’s Hospital, Brooklyn, N. Y., designated April 
17 as fund day for the institution. The Ladies’ Aid Asso- 
ciation conducted a campaign for donations of $1 or more 
from all interested in the hospital. A fine program was 
held at Shevlin Hall and many noted artists took part 
in the entertainment. 

Hold Benefit for Hospital 

A musical comedy entitled “Little Nellie Kelly” was 
presented on April 4 by the St. Columba’s Players in the 
auditorium of the Elks’ Club for the benefit of St. Agnes’ 
Hospital, Philadelphia, Pa. 

The play was followed by a reception. Other friends of 
the institution are also aiding in raising funds to provide 
accommodations for the overcrowded maternity building 
and for remodeling the main building for the extension 
of children’s work. At an approximate cost of $3 per day 
each day’s free treatment to the poor amounted to $120,- 
651 during 1928. 

Hospital Has Donation Day 

St. Mary’s Hospital, Philadelphia, Pa., held donation 
day for the institution on March 25. The following is a 
report of the work of the institution for 1928: Number 
of patients treated, 4,173; private and semiprivate, 1,421; 
public ward and free, 3,292; number of days’ treatment, 
44,170; private and semiprivate patients, 14,963; ward 
patients (full and part-pay), 29,937; free patients, 5,- 
270; and number of outpatients treated, 34,085. 





Free Work Done by Hospital 
Misericordia Hospital, Philadelphia, Pa., reports 
for the year 1928 practically six out of every seven 
patients at the institution were unable to pay the full 
cost of the care they required. Of approximately 4,900 
patients treated only 772 were private patients, the 
remaining 4,100 being part-pay and charity patients. The 
total cost of caring for these patients amounts to $64,- 
000. This total is considerably larger than before and the 
situation somewhat serious due to the fact that the 
hospital receives no benefit whatever from the state. 
Misericordia made a contribution of approximately $15,- 
000 last year by reducing the average stay of patients by 
one day. Thus, whereas the average patient had before 
remained 12 days, during 1928 he remained only 11 days. 
Hospital Society Chooses Officers 
The following members will head the membership 
development committee of St. Elizabeth Aid Society of 
St. Mary Hospital, Cincinnati, Ohio: Geo. H. Tenoeve1 
(president); Frank J. McErlane, Joseph Willenbrink, 
Amer Altener, Eugene Hiltenbrand, Charles Burch, and 
Harry Tenoever. 
Reaches Half Mark in Drive 
St. Agnes’ Hospital, White Plains, N. Y., reached the 
half mark in its efforts to secure $250,000. In preliminary 
gifts $9,077.25 was received and contributions secured by 
workers amounted to $18,561.85. The exact total secured 
amounts to $125,510. The campaign will continue through 
April and May and even June if necessary until the 
$250,000 mark has been reached. 
Record Librarians to Meet 
The Association of Record Librarians of North Amer- 
ica will hold its first annual session in Chicago, Oct. 14-18, 
1929. The association hopes, by its selection of a central 
location for its meeting to bring together many record 
librarians who were unable to attend the organization 
meetings in Boston last October. 
Generous Bequests 
The diocese of Albany is the recipient of $37,000 by the 
will of Samuel T. Fisher. The Albany Hospital for Incur- 
ables receives $2,000 besides a share of $8,000 or more in 


the residue of the estate. 
(Continued on Page 72a) 
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w‘Long Beach Hospital 
‘ TROY equipped 






View showing Troy laundry machinery in the Long Beach Hospital, Long Island, N. Y. 






ONG BEACH HOSPITAL, at Long Beach, Long 

Island, is a small hospital. It has only forty-two 
beds. Yet there is nothing small about the results it 
obtains from its Troy-equipped laundry. 






Laundering processes are under close control. Quality 
of work is bettered. Service is quick and convenient. 
So much so that the hospital is able to get along with a 
smaller supply of linens. Also, linens and other wash- 
able articles last longer. Bexnisitore 















Whether the laundry you are planning is to serve a 420 
bed hospital, or one of only 42 beds as at Long Beach, 
take advantage of the TROY HOSPITAL ADVISORY 
SERVICE. Feel free to consult Troy’s specialists—and 
get the benefit of their experience in laying out and 
preparing specifications for laundry equipment in 
institutions of every type and size. No charge or obli- 
gation. 


TROY LAUNDRY MACHINERY CoO., INC. 


Chicago - New York City - San Francisco - Seattle - Boston - Los Angeles 
James Armstrong & Co., Ltd. European Agents: London, Paris, Amsterdam, Oslo 
Factories: East Moline, Ill., U.S. A. 


TRO 


LAUNDRY MACHINERY 
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The New “AerVoid” Vacuum Irrigator 


For Hypodermoclysis, Proctoclysis, Introvenous Administrations 
of Fluids; also Duodenal and Intestinal Feedings 








Cross-Section Explanation 
Hanger for suspending Irri- 
gator. 


Chain attaching rubber cover 


Body temperature of all fluids is maintained from 1% 
to 2 hours by the wonderful thermal qualities of this 
apparatus. 


Made entirely of heavy gauge metal in one solid unit 
without glass or other detachable inserts, with rounded 
corners and wide neck opening to permit easy and thorough 
cleansing, and with every exposed metal part completely 
“Duro-Chrome” (improved process) plated. The “AerVoid” 
Vacuum Irrigator is practically indestructible and with- 
stands sterilizations by boiling or under steam pressure 
without corrosion, tarnish or chemical reactions. 


The capacity is 1500 cc. and the graduated gauge, made 
of resistant glass, indicates the exact quantity of fluid 
dispensed, 

The heavy rubber cap is attached to the apparatus with 
a “Duro-Chrome” plated chain, preventing its loss. The 
durable rigid rubber “T” with the 
irrigator and the rubber tubing. 


connects the gauge 





GUARANTEE 


We unconditionally 
guarantee this appara- 
tus to be insulated ex- 
clusively by high vac- 
uum, without any 
packing in the walls, 
and that its thermal 
qualities will endure 
without the slightest 
loss of efficiency during 
the life of this long-life 


apparatus. 

The first cost is virtually the 
last cost. Durable construc- 
tion eliminates expensive re- 
placements. 


$18.00 each 


complete as illustrated. 


to Irrigator. 


$16.50 each 





3—Grip to rubber cover. 
4—Rubber cover—snug fitting. 
5—Reinforcing ribs in outer shell. 
6—Inner metal shell. 
7—Vacuum chamber. 
8—Outer metal shell. 
9—Sanitary rounded 
inner shell. 


corners of 


WE INVITE YOU TO OUR 
BOOTH NO. 91 
WE WILL DISPLAY NEW VACUUM 
AND OTHER SPECIALTIES 


in quantities of six or more. 




















10—Reinforcing ribs in outer shell. 

11—Flat bottom. 

12—Metal gauge clamp. 

13—Resistant glass gauge, graduat- 
ed to 1500 cc. 

14—Rigid rubber “T” Connector, 
slipped over metal spout. 


44-46 East 25th Street 
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(Continued from Page-70a) 
Hospital Foundation Asks Cooperation 

Men’s organizations interested in the advancement of 
St. Francis Hospital, Evanston, Ill., will be invited to co- 
operate with the many organizations already working for 
the institution. The St. Francis Foundation is now work- 
ing on its annual benefit which will take place in April, 
to raise funds for the foundation’s pledge to the furnish- 
ing of the emergency ward of the hospital. The foundation 
still owes $1,500 on the pledge. 

Nuns Transfer Patients in Fire 

On February 17, the Sisters of Charity who conduct the 
Louisiana Retreat at New Orleans, La., moved many of 
their insane patients from one section of the huge build- 
ing to another when fire was discovered in a ventilation 
flue. 

Several fire companies arrived on the scene in time to 
prevent the fire from spreading but the water flooded sev- 
eral rooms damaging the walls, ceilings, and furniture. 
Total damage was estimated by the Sisters at $4,000. 
None of the patients were bedridden and several of them 
did not even know there was a fire. The institution houses 
250 patients and 80 Sisters. 

Comfort, Beauty, and Convenience 

The Louise Lyman Pierce room at St. Francis Hospital, 
Kewanee, IIl., furnished by Mrs. Louise Pierce when the 
hospital was first built has been completely refurnished 
and redecorated from funds furnished by Mrs. Adelaide 
Pierce Insull of Chicago, Mrs. Pierce’s daughter. 

The room is beautiful as well as comfortable and con- 
venient. It is located on the third floor in the northeast 
corner of the hospital. The walls are finished in buff and 
the furniture has coverings of orange-toned material with 
window draperies of harmonizing colors. The furniture 
consists of a bed, chair, lounge, dresser, screen frame, 
bedside table, and two chairs, all finished in maple, of 
attractive design similar to that found in the latest of 
home bedroom furniture. There is also a large floor lamp 
and a gaily colored oriental rug. 

The furniture is the latest in modern hospital equip- 
ment, the bed having the adjustable head and knee rests, 
the chaise lounge may also be adjusted to suit the con- 
valescent patient, with a table attached which may be 


pulled over the chair making reading more comfortable. 

The bedside table is combined with the bed table and has 

a handy drawer which may be pulled out from both sides 

for the convenience of the nurse and patient alike. 
Course in Physical Therapy 

The American College of Surgeons announces that 
Northwestern University Medical School, Chicago, IIl., will 
conduct an intensive course in physical therapy beginning 
May 13 and continuing for 30 days. A part of the course 
will consist of “hospital economics and other phases of the 
work necessary in the medical direction of a physical- 
therapy department in the hospital.” 

The A. C. A. suggests, as a means of securing a com- 
petent director of the physical-therapy department in a 
hospital of 100 beds or less, that the roentgenologist 
assume the directorship of this department. 

Hospital Has Outdoor Way of the Cross 

The Good Samaritan Hospital, Cincinnati, Ohio, has a 
set of outdoor Stations of the Cross in Marydale Gardens, 
adjoining the hospital. They were blessed recently by Rev. 
Dunstan Leary, O.F.M., of St. Francis Church. 

Hospital for Colored People 

Work will be started on the new $1,000,000 Pentecost 
Hospital to be erected at Chicago, IIl., to be used princi- 
pally for colored people of the city. The hospital is under 
the sponsorship of Cardinal Mundelein. At a recent meet- 
ing at the Vincennes Hotel the project was given loyal 
support by more than 400 colored civic leaders who imme- 
diately began an active solicitation of the South Side for 
funds. Speakers at the meeting urged the colored citizens 
to support the undertaking by contributing one-tenth of 
the amount. 

Rev. Joseph Eckert, S.V.D., pastor of St. Elizabeth’s 
parish, ministering to the colored population of the South 
Side, is in charge of the preliminary plans for the new in- 
stitution. The Missionary Sisters of the Holy Ghost will 
have charge of the hospital, when it is ready for occupancy 
and the staff will be composed of both colored and white 
physicians. A personal donation of $5,000 has been con- 
tributed by Cardinal Mundelein and one half of the 
$1,000,000 has been pledged by the Sisters who will have 
charge of the hospital. 


(Concluded on Page 75a) 








Armour’s Sterilized Surgical Catgut Liga- 
tures, Plain, Chromic and Iodized, are made 
from sheep gut collected in our own abba- 
toirs, where all animals are subject to State 
and Federal inspections before and after 
slaughtering. 

Fresh material is selected, washed, and 
rinsed in running water until it is mechani- 
cally clean. The gut is then split lengthwise 
and the mesenteric portion discarded. Noth- 
ing but the smooth side is used. This insures 
a string that is free from weak spots and 
knots and that is absorbed uniformly after 
being imbedded in the tissues. The strands 
are then slimed, scraped and treated in such 
manner as to remove all but the clean sub- 
mucous lining. During this process, requir- 
ing several days, the material is kept at a 
low temperature (near freezing) to prevent 
fermentation and minimize bacterial growth. 

While in a moist state and immediately 
before spinning and drying the strips of gut 
are sterilized in an air-tight chamber by 
means of sulphur fumes. 

After drying, all Ligatures are hand pol- 
ished until perfectly smooth. They are then 
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“Just What a Ligature Should Be” 


taken off the racks and gauged, sorted, and 
all traces of fat removed by proper solvents. 
Chromicizings of Ligatures is done in a way 
to make the strings stand up in the tissues 
10, 20 or 30 days, as may be desired. 

A special sterilizer built of brick, steel and 
tile was designed by the Arniour Construc- 
tion Dept. Superheated steam, generated in 
a small chamber, is regulated by self-regis- 
tering mercury thermometers with charts, 
which are kept for reference. 

After the final sterilization samples are 
taken from each batch and tested in the 
Bacteriological Laboratory by bacteriolo- 
gists who are entirely independent of the 
manufacturing work. 


The Armour Sterile Catgut Ligatures 
are supplied as follows: 


Plain and Chromic, Regular (60 inch) 
lengths, sizes 000, 00, 0, 1, 2, 3 and 4. 


Plain and Chromic, Emergency (20 inch) 
lengths, sizes 000, 00, 0, 1, 2, 3 and 4. 


Iodized, Regular (60 inch) lengths, sizes 
00, 0, 1, 2, 3 and 4. 


Pituitary Liquid U.S. P. X. 


(“ARMOUR”) 


Free from preservatives, physiologically standardized, of uniform activity. A 
reliable oxytocic, has given splendid results in post partum hemorrhage and 
after abdominal operations to restore peristalsis. 


4 and 1 c.c. ampoules obstetrical 


1 c.c. ampoules surgical 


Boxes of 50 for hospitals 





Boxes of Six 


’ 





ARMOUR 4x0 COMPANY 
CHICAGO 
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ESCOLITE AND COWLES SCIENTIFIC SERVICE PROTECT YOUR LINENS 











. . -when scientifically cleansed 


B” linens of good quality and you auto- 
matically shave down replacement costs. 
Wash these linens scientifically and you slice off 
a still greater portion of this renewal expense. 


Hospital laundries using Escolite, thescientific 
soap builder and detergent, are strong in their 
praise of this modern cleanser. Escolite, they 
say, gives a whiteness to linens that rivals the 
spotlessness of new goods. . . and accomplishes 
this super-cleaning without harm to the fabric. 


Just as adequate surgical instruments 
are necessary in the operating room, so 
efficient cleansing materials are a prime 


LLEA NE WR Mon. Escolite washes clean and rinses thoroughly. 


factor in the hospital laundry. And Escolite, 
by virtue of its scientific colloidal action, is 
best fitted for the job of removing dirt, stains 
and discolorations. 


Ask to have a Cowles Field Man come and 
show you the Escolite method. You will find 
it guarantees longer life for linens. 


» » » - 


Escolite is a unique chemical compound of powerful but 
controlled cleansing action. It contains no soap. It is the 
one dependable, all-around soap builder, of real alkaline 
strength balanced with colloidal cleansing power, that is 
safe to fabrics and colors. Escolite is finely ground, 
and can be mixed with soap either dry or in solu- 


THE COWLES DETERGENT COMPANY, 7016 Euclid Avenue, Cleveland, Ohio 


4S 





OLIT 


TRADE MARK REG. U.S. PAT. OFF. © CANADA 


GOOD WASHING WINS 


©cpc 





GOOD WILL 
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A Convalescent Home 

In Hopkinton, Mass., a beginning has been made in 
establishing convalescent homes. This is the only place 
in the state to which patients from mental hospitals can 
be sent to a homelike environment for convalescence. 

The home is on a farm owned by Dr. Ermy C. Noble, 
assistant superintendent of the Boston State Hospital. 
Dr. Noble has provided the place at a nominal rental and 
private subscribers have equipped it for an occupational- 
therapy home. In order to keep the home free from in- 
stitutional surroundings, only ten patients are being 
treated. 

Modern Apparatus Installed at Hospital 

Mercy Hospital, Valley City, N. Dak., recently installed 
a new electric doctors’ call system on all five floors of 
the institution. As soon as a doctor enters the hospital 
either through the main entrance or the ambulance 
entrance, his name is announced on all five floors by a 
light burning opposite his name on the name board, when 
he presses the register. A new electrically operated eleva- 
tor has also been installed at the institution. 

$68,000 Contributed to Fund 

St. Joseph’s Hospital, Lexington, Ky., which was 
partially destroyed by fire a short time ago is conducting 
a $100,000 drive. Thus far $68,000 has been contributed 
and although the drive has officially ended, contributions 
are still coming in. 

Dedicate New Nurses’ Home 

The new nurses’ home at St. Joseph’s Hospital, Kansas 
City, Mo., was recently dedicated, with Bishop Thomas 
F. Lillis officiating. The new home includes a convent, a 
chapel, and an auditorium. 

The new structure is seven stories high, Y-shaped of 
brick construction. It will accommodate 200 nurses. Each 
student will have a private room. The chapel has a seat- 
ing capacity of 350 and a fine pipe organ. Classrooms are 
on the first floor, parlors and offices on the second, and the 
convent on the third, while the remainder of the building 
contains rooms for the nurses. 

The opening of the new building will give the hospital 
90 additional rooms for patients as some of the nurses 
and Sisters had quarters in the hospital. 

Sister Caroline, a former supervisor at the institution, 
who has been with the hospital for 49 years, and who 
celebrated her golden jubilee Dec. 8, is especially inter- 
ested in the new building. She retired as a supervisor four 
years ago and since then has devoted her time to visiting 
patients. 

Hospital Auxiliary Installs Officers 

On March 19, the installation of the newly elected offi- 
cers for St. Mary’s Hospital Auxiliary, East St. Louis, 
Ill., took place. The hospital has completed profitable and 
successful ventures during the past year. The auxiliary 
held its annual bazaar for the institution on April 10. 

Nurses’ Home to be Ready Soon 

Fine progress is being made on the remodeling of a large 
two-story dwelling for St. John’s Hospital, Anderson, Ind., 
for the nurses. This will make available for patients six- 
teen additional rooms in the hospital building. 

Anderson business men and manufacturers contributed 
funds to make the nurses’ home possible. Physicians start- 
ed the movement that made the project a reality. 


End Drive for Hospital Fund 

The committees now engaged in an attempt to raise a 
fund by subscription to assist St. Francis Hospital, Litch- 
field, Ill., in constructing a $140,000 addition to the present 
hospital building will discontinue the drive in a few days. 
The amount of money secured for the fund thus far has 
not approached the figure of $50,000 which was set as the 
goal. Whether or not the hospital will build as large an 
addition as had been originally planned if the fund secured 
is not as large as planned has not yet been determined. 
An addition will be built this year but the final details are 
awaiting the report of the committees solicitating the aid 
of Litchfield citizens. 


Civil Service Examination for Librarians 
The United States Civil Service Commission announces 
examinations for the position of hospital librarian to fill 
vacancies in the Veterans’ Bureau and other hospitals. The 
entrance salary for librarians is $1,800 a year and for 
assistant librarians $1,620. Applications must be on file at 
Washington, D. C. by May 7. 
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is the ideal floor treatment for hospi- 


tals because of its sanitary protection and 


efficient economy. 





St. Mary’s Hospital, 


La Salle, Illinois, 


all floors CAR-NA-VARED 


St. Mary’s Hospital, like hundreds of oth- 
ers, have found in CAR-NA-VAR the ideal 


floor preserver. Their beautiful 


floors are 


always protected against wear and discolor- 


ation—are always easily 


cleaned. 





SQ. FT. 


EASILY CLEANED 
with a mop — no 
skill required. Py ¢ 


sulting in 
of the yearly floor main- 
tenance bill. 

LESS THAN 
MORE THAN 
COVERS THE YEAR- 
MATERIAL 


Further, the use 
of CAR-NA-VAR as be- 
ing very economical, re- 
drastic cut 


l¢ PER 


MAINTENANCE 


COST. 


CAR-NA-VAR dries in ONE 
hour after application. It is 
easily kept clean by a damp 
cloth. Repairs are quickly 
made on worn spots without 
showing overlaps. (This 
feature makes re-treating of 


entire floor unnecessary.) 


For further detailed 

information and price 
; 4 yp 

card phone or write the 


nearest Branch Office. 








CAR-NA-VAR 
is obtainable in 
either cans or 
drums — both 
convenient to 
use. 


CONTINENTAL CHEMICAL CORP. 


ILLINOIS 


Houston 
Minneapolis 
Oklahoma City 


WATSEKA 219 Yount Street 
Branches and Warehouse Stocks in: 

New York Boston 

Chicago Philadelphia 

Toronto Washington, D. C. 

Los Angeles Detroit 

Seattle Lansing 


Indianapolis 
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Burns— 


Scalds 


treated with 
Wet Dressings of 


Hexylresorcinol Solution S.T. 37 


rapidly become 


Dry — Clean — Insensitive 
Relief of Pain is Immediate 


Infection is prevented 


Convenient to use 


Rapid healing is promoted 


No Stain or Odor 


Three and twelve ounce bottles 


Sharp & Dohme 


Baltimore 


New York Chicago 


Philadelphia Kansas City 











PNP 
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A Spontaneous Tribute 

The following tribute to Sister M. Louise of Providence 
Hospital, Washington, D. C., appeared in the Washington 
Post of March 14, on the occasion of her transfer to St. 
John’s Hospital, Lowell, Mass. 

“The Angel of Mercy” of Providence Hospital has 
moved on. After 27 years of devoted service to the poor 
of the Capital, Sister M. Louise, of the Sisters of Charity, 
left yesterday for a new post at St. John’s Hospital, 
Lowell, Mass. 

So widespread was the regard for Sister Louise that 
news of her transfer shocked men and women in all sta- 
tions of life from one end of the city to the other. A few, 
who learned of her transfer in time, gathered at Union 
Station for an impromptu farewell to this shining light 
of charity. 

Tears dimmed the eyes of Sister Louise as she said 
“good-bys” to fellow hospital workers, physicians, nurses, 
and friends who came to pay a tribute to the humble Nun 
whose years of self-sacrifice had endeared her to the hearts 
of thousands among the city‘s poor. A genuine regret was 
felt by those who wished her health and happiness in her 
new duties in Lowell. 

Sister Louise came to Washington in 1901 immediately 
following the taking of her vows as a Sister of Charity. 
Assigned to St. Ann’s Infant Asylum, for seventeen years 
she rose at 4:30 in the morning to administer to the wants 
of tiny babies, cared for them through a long day until 
9 at night and often passed from bed to bed during the 
hours of darkness to sooth fevered and tossing children 
with the infiinte tenderness of a mother. 


New Orleans 


Atlanta Boston 


Dallas 


St. Louis 
San Francisco 





Transferred to Providence Hospital in 1918, Sister 
Louise was placed in charge of the free clinic and dispen- 
sary, the post she relinquished yesterday. During her term 
in this position, a flu epidemic raged in the Capital. She 
organized a corps of medical workers and nurses to work 
night and day among the poor. Last year her department 
treated 35,000 poor patients, giving medicine to those who 
could not pay, while Sister Louise cleaned and treated 
wounds, bandaged injured bodies and inspired physicians, 
surgeons, and dentists to follow her example. 

During the war-period food shortage, Sister Louise 
made it possible for the poor to buy food at the hospital 
at wholesale prices. Volunteer social workers, organized 
by the Sister, visited the homes of sick and needy, deliver- 
ing medicine, necessities, and even occasional dainties. 

Recognition of her faithful work, fatiguing her in recent 
years, came from her superiors in an order modifying the 
rule in her case on arising at 4:30 each morning. For 
Sister Louise the hour was set at 5:30. 

An air of gloom filled Providence Hospital yesterday 
although the transfer of Sister Louise to special duty in 
Lowell is a reward for her service of the love of the poor. 
Her service knows no creed or race, and as she left for 
new fields, men, women and children of all creeds and 
races with whom she dealt, felt a distinct loss. 

Franciscan Sister Ends 65 Years of Service 

The Franciscan Sisters of Perpetual Adoration whose 
motherhouse is at St. Rose Convent, La Crosse, Wis., are 
mourning the death of one of their beloved superiors, the 
Venerable Mother Mary Ludovica who died March 5, after 
an illness of only nine days, the result of flu-pneumonia. 
Funeral services were held in the chapel of St. Rose 
Convent, March 12. 

Mother Mary Ludovica Keller was born at Peru, Ohio, 
in November, 1844, and became a member of the Francis- 
can Community of Sisters in 1864. For a number of years 
she taught in various parochial schools in the state of 
Wisconsin, the last being St. Joseph’s School at La Crosse. 

In 1882, on the death of Mother Antonia, the first 
mother general, Mother Ludovica was chosen as her suc- 
cessor, and to this office she was elected unanimously again 
and again. Since April 1928, however, Mother Ludovica 


(Continued on Page 78a) 
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Patient Types . . 
The Child 


Never too young to learn the golden rule of 
“Habit Time”. Much too young to learn the cathartic habit. 


When irregularities of diet or neglect cause constipa- 
tion, Petrolagar assists the necessary regimen of bowel 
education. Children like the taste— it’s just like pud- 


ding sauce. 


Petrolagar is composed of 65% (by volume) mineral oil 
with the indigestible emulsifying agent, agar-agar. 


Petrolagar 

















Write for information Deshel! Laboratories, Inc., 

about the new Hospi- $36 Lake Shore Drive, H.P-§ 
tal eapeneing unit for Chicago, Ill. 

hospital dispensing only Gentlemen: — Send me copy of “Habit Time™ (of 
bowel movement) and specimens of Petrolagar. 


ee 


SO eee 
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DON’T FAIL TO VISIT OUR EXHIBIT AT BOOTH No. 136 
American Hospital Assn. Convention, Atlantic City, N. J., June 17 to 21. 


“WILLIAMS STANDARD” QUALITY NURSES UNIFORMS and CAPES 


Nurses’ Uniform Capes—all lengths 
—made of all wool cloths and linings 
sponged so they will not rain spot 


(waterproofed, 


if you so desire). 


Sewed with silk and tailored as they 


should be for Service. 
School Initials on 


Storm Collars. 


Military or 


Collars if desired. Frog or Tab fas- 
tening. Gilt State or American Hos- 
pital Association buttons. 


Contractors for 
Training School Outfits 


according to school specifications. 


All grades of seersuckers or Zephyrs 
for uniforms—stripes or plain colors. 
Aprons, Bibs and Cuffs of Indian 
Head, Pequot, and other standard 


sheetings. 


Pearl Studs, 


Pins, Etc. 


Information and samples on request. 


Made-to-Measure or Stock 


FINGER LENGTH CAPE 


Graduate Nurses’ White Uniforms. 


STUDENT OUTFIT 


Cotton and linen clothing (Shrunken) for Staff Surgeons, Resident Physicians and Orderlies. 


CATALOG N—NURSES 


CATALOG D—DOCTORS 


Designers and Manufacturers 


C. D. WILLIAMS & COMPANY, 246 South 11th St., PHILADELPHIA 


ESTABLISHED 1876 
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has been filling the office of first assistant 
munity of Sisters, Mother M. Seraphine 
elected mother general. 

During her long years of superiorship, Mother Ludo- 
vica endeared herself to all the Sisters as well as to 
others who had the opportunity to come in close contact 
with her, by reason of her sterling qualities and solid 
piety. She had at heart the spiritual and temporal wel- 
fare of all her Sisters. She was a broad-minded and 
practical woman, as the administration of the community’s 
affairs give ample proof. 

During her superiorship the 
number from 150 to 950 Sisters, who are teaching 81 
elementary and high schools, working in hospitals, mis- 
sions, homes for the aged and orphans in Wisconsin, 
Iowa, Montana, Idaho, Washington, and China. 

Well-Known Sister Dies 
Aloysia, who formerly had charge of St. Mary’s 
Hospital, Webster, S. Dak., for a number of years, died 
on Jan. 1 at North Bend, Oreg. Sister Aloysia was for- 
merly Mary Ann Deering, who has been a familiar figure 
in the state for many years. About 25 years ago, about 
the time she had charge of St. Mary’s Hospital, she had 
charge of a convent near Sisseton, and one at Turton. 
Franciscan Nun Dies 

Sister Mary Symphoriana, a member of the Franciscan 
Sisters died Mar. 11 at St. Anthony’s Hospital, Denver, 
Colo., where she had been a patient for more than a year. 
She came to the hospital from the motherhouse of the or- 
der in Lafayette, Ind. When her health failed a year ago 
she never regained strength enough to take a position in 
the hospital. Before her illness she was recognized as one 
of the most efficient Nuns in the order. 

Member Visiting Nurses’ Association Dies 

Mrs. Raymond Sullivan, formerly Ludmilla Remes, of 
the class of 1921 of St. Mary’s Hospital, Minneapolis, 
Minn., died on Feb. 27 at the hospital from acute appendi- 
citis. Mrs. Sullivan served two years as a member of the 
Visiting Nurses’ Association and was actively interested 
in nursing affairs up to the time of her death. She is 
survived by her husband, Dr. Raymond M. Sullivan, and 
two children. 


in the com- 
having been 


community increased in 


Sister 


Nurse Resigns Position 
Miss Pear! K. Eaton, a graduate of St. Mary’s Hospital, 
Evansville, Ind., of the class of 1906, recently resigned 
her position as assistant surgical supervisor to take a 
position as chief supervisor of surgery at the United 
Israel-Zion Hospital of Brooklyn, N. Y. 


Doctor to Do Pathological Work 

Dr. E. A. MeGrew, who has been associated with the 
staff of physicians at the Halstead Hospital, Halstead, 
Kans., has left for Wichita to do work in pathology 
St. Francis Hospital there, with Dr. H. C. Nelwig. 

Hospital Wing Opened 

The wing recently constructed to St. 
tal, Youngstown, Ohio, was opened on Feb. 1. The formal 
opening, however, has been deferred until a later date. 
The addition contains one of the best equipped maternity 
units in that section of the country. The new wing will 
be devoted entirely to obstetric and medical cases and the 
dispensary, while the original unit will be used for the 
surgical, orthopedic, and pediatric departments. 


Elizabeth’s Hospi- 


Aid in Rebuilding Hospital 
A campaign is now being conducted at Lexington, Ky., 
for the purpose of rebuilding St. Joseph’s Hospital of that 
city, which was partially destroyed by fire a few weeks 
ago. Up to date $61,201.50 has been contributed, consider- 
ably more than was expected to be raised by the general 
campaign committee. The parent-teacher association of St. 
Catherine’s Academy recently gave a luncheon and bridge 
party for the benefit of the hospital fund. 
Raise $100,000 for Hospital 
At a recent meeting of the citizens of Tyler, Tex., it 
was voted to inform the Sisters of Charity of the Incarnate 
Word of San Antonio, Tex., that Tyler citizens will raise 
$100,000 and furnish the land to match $100,000 from the 
Sisters’ organization if the Sisterhood will build, equip, 
and maintain a $200,000, 50-bed hospital there. The Sisters 
have accepted and Tyler citizens will shortly set about to 
raise the funds of which three-fourths have already been 
subscribed. 
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The latest product of Henney’s 61 years exper- 
ience is evident in the fine craftsmanship of the 
Ambulance “Moderne”. An ambulance having 
the most modern exterior lines. 
equipped with the essentials for every emergency. 
Power to conquer the hardest going. Speed for 
urgent calls. Smoothness of riding for the oc- 


Completely 


cupants’ comfort. Stamina for long, dependable 
service. A sure means of advancing the com- 
munities’ good will toward the institution using 
it, the Henney Ambulance “Moderne” has every 
quality necessary to insure its appearing to ad- 
vantage at all times even under the severest of 
city service. 

The complete line of Henney ambulances have 
been designed to meet the needs of those who 

















wish their equipment to stand out above the av- 
erage and merit the approving gratitude of the 
public. Every appointment that contributes to- 
ward convenience, efficiency, comfort and dignity 


has been provided. 


As a result of a gruelling, three day test conducted 
by the U. S. Bureau of Standards a contract was 
awarded to Henney Motor Company for 22 am- 
bulances to be used by United States Veterans’ 


Bureau hospitals throughout the country. 


There is a Henney model that is exactly suited to 
your need. A beautifully illustrated brochure 
showing and describing Henney ambulances in 


detail will be sent you upon request. 


Hot and cold running water and a folding lava- 
tory are provided. A three compartment cabinet 
affords ample space for bandages, linens, etc. 
Ventilation is supplied by an electric fan. A 
pleasing touch is added to the well appointed in- 
terior by two flower vases. 





Every provision has been made for the operator's 
comfort. A large front seat holds three adults 
comfortably. All of the controls in the Henney 
Ambulance “Moderne” have been located with a 
thought to the convenience of the operator. The 
full vision split type wind shield provides for 
clear vision in all weather. 


Two folding attendants seats are fastened on the 
right side of the interior. Cot fastners secure the 
Bomgardner cot rigidly. The large, beveled, ceil- 
ing mirror gives a clear view of the interior of 
an attractive bassinet. A tool kit holding a 
wrecking bar, axe and saw is in the pocket of 
the door. 


HENNEY MOTOR COMPANY 


H. M. Robins Co., Detroit Freeport, Tl], A.B. Greer & Son, London, Ont. 
Export Representatives e Distributor for Canada 


Hollywood Casket Co., Hollywood, Calif., Pacific Coast Distributors 
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Quick, Positive 
Valve Action 


Is An Outstanding Feature In 


S. S. White 
Gas Apparatus 


In the fraction of a moment, a mere 
turn of the wrist will send a surge of 
gas or oxygen into the patient’s lungs, 
and every anesthetist knows well that 
there are moments when this feature 
in a simplified, quick valve acting 
apparatus is a great advantage. 


S. S. White N.O & O Apparatus in 
its varying combinations meets every 
need in economical gas administration. 
There is no involved mechanism ; two 
hand valves control the flow; both 
hands, the eyes and every attention 
of the anesthetist may be devoted to 
the patient. 


Ask for a demonstration of 
S. S. White Non-Freezing 
Nitrous Oxid and Nz:O&O Apparatus 


Supply Stations at each of our branches 
insure prompt service 


The S. S. White Dental Mfg. Co. 
Philadelphia 


New York Boston 
Atlanta San Francisco 
St. Paul Duluth Toronto 


Chicago 
Minneapolis 
Oakland 











Sectional Meeting of A. C. of S. 

A sectional meeting of the American College of Surgeons 
was held at St. Mary’s Hospital, Minneapolis, Minn., 
March 12. Papers were read by the heads of the depart- 
ments, and discussions followed. A large attendance of 
doctors, hospital executives, and workers were present. 
Dr. M. T. MacEachern, director of hospital activities and 
Mr. Robert Jolly, superintendent of the Baptist Hospital, 
Houston, Tex., conducted the meeting. A banquet was 
served at 6 o’clock followed by the usual monthly staff 
meeting with Dr. MacEachern as guest of honor. 


Retreat for Physicians 

The Catholic Physicians’ Guild of Greater New York 
held the second annual dinner of the guild on the evening 
of April 17 at the Hotel Commodore. Several prominent 
speakers were present and plans for the coming retreat 
at Mount Manresa, May 9-11, were discussed. 

Officers of the guild are: President, Dr. Richard 
Rendich; vice-president, Dr. M. Golden; treasurer, Dr. 
Joseph Kelly; secretary, Dr. Wm. F. Steinbugler. 

Tularaemia in Sheep 

The U. S. Public Health Service, in a recent report 
made by them, points out the proved occurrence of tula- 
raemia in sheep in nature, which now opens the question 
of the possibility of human infection from the handling 
of infected carcasses. 

It is definitely known that infection is possible through 
the primary contamination of the hands with the tissue 
of crushed infected ticks held in the wool or with tick 
excrement which is commonly present in large masses. 
The probability that infected meat might reach the 
market and be a source of danger to persons in slaughter 
houses and packing houses and also to the consuming 
public seems less likely, unless the animals are slaughtered 
for immediate local consumption. 

Further studies in reference to tularaemia in sheep 
caused by the wood tick are being considered. These 
studies will endeavor to determine: (1) the extent to 
which it is concerned in wood tick caused by conditions, 
(2) to determine the geographical limits of the occurrence, 
which are wider than indicated by present data, (3) to 
secure more detailed epidemiological, symptomatological, 
and pathological data, and (4) to determine whether the 
meat of infected slaughtered sheep is a possible source 
of human infection. 

Retreat for Doctors and Students 

The annual retreat for Catholic physicians, dentists, 
pharmacists, and students of medicine, dentistry, and 
pharmacy, given under the auspices of the Guild of SS. 
Luke, Cosmas, and Damian of Philadelphia, Pa., opened 
on March 14 in the Cathedral chapel. The retreat sermons 
were given by Rev. Joseph S. Dineen, S.J., of the Jesuit 
Mission Band. 

The doctors had their exercises each afternoon of March 
14, 15, and 16, at 4:45 and the students in the evenings 
at 7:30. On the 16th students and doctors met together. 

The exercises closed on March 17 with Mass, receiving 
of Holy Communion, and the giving of the Papal blessing 
at 8 o’clock Mass, followed by the serving of breakfast 
at the Cathedral school. 

Annual Banquet and Staff Meeting 

The staff of St. Mary’s Hospital, Grand Rapids, Mich., 
held its annual meeting and banquet on March 14 in the 
nurses’ dining room of the institution. There were 44 
members present. Following the dinner the business meet- 
ing took place at which the following officers were elected 
for 1929: Dr. P. L. Thompson, chief; Dr. A. C. Butter- 
field, vice-chief; Dr. Frank Doran, secretary-treasurer ; 
Dr. W. H. Veenboer, chief of surgery; Dr. J. W. Rigterink, 
chief of medicine; Dr. C. F. Snapp, chief of head sur- 
gery; Dr. W. L. Dixon, chief of pediatrics; Dr. A. B. 
Thompson, junior chief of obstetrics; and Dr. W. L. 
Bettison, chief of the outpatient department. 

(Concluded on Page 83a) 
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Endorsed by Users 


— Everywhere 


PURITAN MAID PRODUCTS 


A Synonym for the best there is in 








NUPROUS OXID 
CARBON DIOXID 
REGULATORS 


OXYGEN 
ETHYLENE 
HYDROGEN 




















MIXTURES OF ASAE 
CATHOLIC HOSPITAL ASSOCIATION 
WOSPTAL CLINICAL CONGRESS 





PERCENTAGE 
CARBON DIOXNID AND ONYGEN 




















You too will find the high purity of our gases and the easy work- 


ing and non-leaking valves much to your advantage. 


Sold by all real dealers or write us direct stating average 


monthly requirements and size of cylinders used. 





OUR SPECIALTY 


Bronze Memorial Tablets for Hospitals. 


Write us for complete information. 











KANSAS CITY OXYGEN 


Plants in Kansas City, Mo., also Baltimore, Md. 


4578 Laclede Avenue 455 Canfield Ave., East 
ST. LOUIS, MO. DETROIT, MICH. 
1660 So. Ogden Ave. 6th and Baymiller Sts. 
CHICAGO CINCINNATI 


810 Cromwell Ave. 
ST. PAUL, MINN. 








Eastern Distributors: “Puritan Maid’ Ethylene 
S. S. White Dental Manufacturing Company 
New York, Boston and Philadelphia. 


Products Company, San Francisco, Lo 
Angeles, Portland and Seattle 


Pacific Coast Distributors: Certified Laboratory 
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“IT IS 
OPPORTUNE” 
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; It is opportune, we 
es tclieve, to extend our 
thanks for the confidence you have placed in 
our organization, and we look forward with 





pleasure to a continuance of our relations. 


We hope to have the pleasure of meet- 
ing you personally and extend to you a 
cordial invitation to visit our booth at the 
Catholic Hospital Association Convention. 


The Medical Bureau 


M. Burneice Larson 


DIRECTOR 





BOOTH 150 





The MEDICAL BUREAU 


Pittsfield Building CHICAGO, ILLINOIS 55 E. Washington St. 
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modalities in one compact and highly 


Air-cooled Ultra-violet rays at a skin 





Water-cooled Ultra-violet rays at very 


use both types of rays simultaneously 


the local conditions. 


from 45” to 75”. 


Please 









Name 


Address 





2 MODALITIES 


¢ 
No hospital should be without Ultra-violet today The Burdick Air-cooled and Water-cooled Lamps serve 


separate and distinct fields. While the quality of the rays generated by each lamp is similar, the intensity 
of radiation delivered to the area treated is different-——producing different therapeutic effects. Every hospital 
should have both types to insure the best results Burdick conceived the idea of combining these two 
venerators into one unit—a unit that could be used in the physical therapy department or moved easily 


and conveniently from room to room and floor 
effective unit! 


Air-Cooled Ultra-Violet Therapy 
distance of thirty ta fifty inches have a tonic effect on the whole 


system with a clearly marked influence 
use of these irradiations in many disease conditions, including tuberculosis, rickets, acne vulyaris, alopecia 
areata, eczema, psoriasis, and anemia show the tonic value of 


Water-Cooled Ultra-Violet Therapy 
an excellent germicide. These rays are 
media, tonsilitis, nasal infections, post-operative conditions and gynecological diseases lany physician 


giving the tonic effect and improving metabolism, while the shorter rays act as a bactericide, clearing uy 


Burdick Self-Contained Combination Unit 


Here is the finest generator manufactured today for treatment with eithe Air-cooled or Water-cooled 
Uitra-violet rays. It has a self-contained water-cooling system; thus it can be freely moved about, The ht 
D-shaped Water-cooled casing has the famous EVER-CLEAR window which delive a high intensity 
germicidal Ultra-violet. The Air-cooled casing is the Super-Standard model Both burners are Uvia 
Voltmeter and Voltage Regulator keep your intensity constant The counter-balanced stand idjustable 


The Burdick Corporation, Milton, Wisconsin 
send me your folder describing Burdick Mercury Are Lamp 


Combination 


AIR and WATER-COOLED 
Mercury Arc Lamp 


to floor to treat patient Thus Burdic offers these tw« 


on the blood stream The marked improvement resulting from the 


f Air-cooled Ultra-violet conclu é 





short skin distances are most valuable in combating infection 
invaluable in the treatment of abscess« boil carbuncle otiti 


in the successful treatment of many condition the longer ray 





























(Continued from Page 80a) 


The minutes of the last annual meeting were read and 
accepted, then the reports of the various departments by 
the chairmen of all the standing committees were received. 
Ir. Veenboer expressed the regrets of the staff for the 
transfer of Rev. John Westdorp, the hospital chaplain, 
and the loss the hospital sustained through this transfer. 

The staff members gave a vote of thanks to the Sisters 
for their fine cooperation during the past year. The 
Sisters also extended their appreciation and gratitude to 
the doctors for their assistance and their interest in the 
hespital, as well as welcoming the new members of the 
staff. 

Films to Georgetown University 

The will of Dr. John F. Moran, widely-known physician 
and lecturer at the Georgetown University Medical School, 
who died March 17, has just been filed for probate. Dr. 
Moran, said to be the first physician in this country to 
utilize moticn pictures in medical research and in lecturing, 
left to the Georgetown Medical School his valuable collec- 
tion of motion pictures dealing with medical work. Funeral 
services were held at St. Stephen’s Church. Requiem ae 
was celebrated by the Rev. Francis A. Tondorf, S.J., 
Georgetow n. Of the noted physician, Father Tondorf a Pry 

“His 39 years of unselfish devotion to the expectant 
mother and of sweetest solicitude for the helpless infant, 
well merit for him a page in the history of the District 
of Columbia. Preeminently a man of the book, he realized 
his obligation to add unto the literature of his specialty, 
which he has done through many important contributions. 
Particularly should it be that his cinematographic demon- 
strations of the several stages in delivery were welcomed 
as an incalculable asset to every classroom in obstetrics. 
“Grateful mothers, rescued from the grave through his 
skill and knowing, whisper down to their dearests in the 
cradle his name, longing for the babies’ smiles of recog- 
nition. Thankful fathers wear his name engraved in their 
hearts down to the tomb and remember it beyond the 
stars.” 

Children’s Eyes 

Miss Mildred G. Smith, staff associate of the National 
Society for the Prevention of Blindness, writing in the 
Missouri Public Health News, advises that every child 








should have his eyes tested before he reaches school age 
“Time may well be spent—and ultimately saved for both 
the child and teacher in vision testing,” says Miss Smith. 

“General health may affect eyes and in their turn, eyes 
may affect general health. An evidence of discomfort 
when the child fixes his attention should be regarded as a 
matter worthy of eye examination. 

“It is a mistake to consider the wearing of glasses the 
only remedy for defective vision.—A physician should be 
consulted.” 

A technique for testing the acuity of vision of children 
of preschool age who have not yet learned the letters of 
the alphabet is described by Miss Smith. The children play 
a “game” in which the symbol “E” chart becomes a “three 
legged animal.” The object of the game is to guess co! 
rectly—with one eye closed—in which direction the leg 
of the little animal are pointing. 

Concerning trachoma, the special issue devoted to pre 
vention of blindness says: “The widespread prevalence of 
trachoma and the fact that it was the principal cause of 
blindness among those on the state blind pension roll a 
few years ago made it possible to obtain the necessary 
appropriations for combating the disease. 

Elect New Staff Officers 

The staff of Misericordia Hospital, New York City, 
elected the following officers for the ensuing year: D1 
Jacob Heckmann, president; Dr. Alexander H. Schmitt, 
vice-president; Dr. Frank Rochford, recording secretary ; 
Dr. Robert C. Schleussner, corresponding secretary; lr. 
Joseph A. Devlin, treasurer. 

Medical Society Honors Teacher 

On March 11, the St. Louis Medical Society honored 
Dr. Joseph Grindon, professor of medicine at St. Loui 
University Medical School, St. Louis, Mo., who has com 
pleted 50 years as a doctor of medicine. A portrait plaque 
of Dr. Grindon was presented to the society. 

Dr. Grindon who was born in St. Louis in 1858 received 
his degree of Doctor of Medicine in 1879. Dr. Grindon has 
been president of the St. Louis Dermatological Society, 
the St. iw Medical Society, and the American Derma 
tological Association. 
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Showing trundle 
bed up in position 
with sufficient slack 
in webbing straps 
adjusted individual 
ly, to allow patient 
full benefit of mat 
tress. 


Illustrating Zimmer 
Overhead Frame clamped 
to bed and in use with 
Thomas Leg Splint and 
Pearson Attachment. NO 
TICE: Fracture apparatus 
not disturbed when trun- 
dle bed is lowered and 
strap dropped for use ot 
bed pan. 





DEXxnHIBITORD 


THE ZIMMER FRACTURE BED 


Illustrating trundle bed low- 
ered and pulled out ready to make 
up with mattress and bedding. 























MEET US AT BOOTH 103 
Catholic Hospital Association Convention 
Stevens Hotel, Chicago 


May 6th to 10th 
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ZIMMER STEEL SPLINT CABINET 


ZIMMER 


X-RAY 
ALUMINUM SPLINTS 
Have 
Exclusive 
Refinements 
Which Your 
Surgeons 
Appreciate 


$ ¢ & 


All Types and 
Sizes to Meet 
Every 
Fracture 
Requirement 
Are 
Included 
in the Complete 
Line 


S$ 8s 


Zimmer aluminum splints 
are unequalled tor practi 
cability simplifed design 

rugged construction and 
heauty of finish 


BOOTH 


IOS 


stevens 
Hotel 


( hicago 


May 6-10 


Built to specifications of Standardization Committee of the America: 


geons. Compact—Dustproof—Splints readily accessible. 


ZIMMER MFG. CO. 


Warsaw, Indiana 
Send for Catalog 





IF FRACTURE EQUIPMENT 











ZIMMER MFG. CO. 

Warsaw, Indiana. 

Please send us without obligation, complete details 
of Zimmer Fracture Service for Hospitals 


Name 


Address 








City... 
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Addition Started April 1 

Work was started on the new addition to St. Mary’s 
Hospital, Kankakee, Il., on April 1. Due to the institu- 
tion’s being badly overcrowded many patients have been 
refused admission during the past few months. 

It was planned to start enlarging by adding additional 
stories. A tag day was also approved to be conducted by 
the institution for the purpose of raising funds for the 
project. According to present plans an extra story is 
to be added to the new building and two extra stories to 
the old building which will involve an expenditure of 
approximately $90,000. 

Kankakee does not have a county hospital of its own, 
so St. Mary’s cares for all county patients and also many 
charity patients not sent by the county. During 1928, the 
amount spent on charity was $4,502.45. The institution 
ulso conducts a school of nursing. 

Hospital Plans Completed 

Plans and specifications for the new St. Mary’s Hospital, 
Racine, Wis., are practically completed and construction 
will start soon. 

Start Work on Hospital 

Construction on the new $600,000 Mary Gates Hospital 
to be erected by the Sisters of Charity of the Incarnate 
Word, Port Arthur, Tex., was started shortly after Mar. 
17, when ground was broken for the new building. 

Many high church officials and leading representatives 
of the medical and nursing professions were present at 
the ceremony which began at 3 p.m. The general contract 
for the hospital has been let to the Standard Construction 
Company of Houston on a bid of $443,000, the building 
group to be completed in twelve months. There will be five 


Bausch & Lomb Optical Co. 
632 St. Paul St. Rochester, N. Y. 


buildings in the group, the main hospital to be equipped 
with 100 beds, an annex for negro patients, a nurses’ home, 
a convent, and a chapel. 

According to present plans the old Mary Gates Hospital 


will be closed upon completion of the new institution. 
Members of the Jefferson County medical association and 
the Jefferson County nurses’ association will practice in 
the new institution. 

Plan New $140,000 Addition 

The contract for construction of a new four-story fire- 
proof addition to St. Francis Hospital, Litchfield, IIl., is 
about to be let. The structure together with new equip 
ment will cost approximately $140,000 according to present 
plans. 

The addition will be the fifth that has been added to 
the original hospital building. It will be 86 ft. long and 
42 ft. wide and will provide 28 additional rooms fo: 
patients. On the fourth floor will be two large operating 
rooms, sterilizing, instrument, supply, and physicians’ 
rooms. 

The hospital has cared for an average of 104 patients 
daily during the past year, and at busy periods there has 
not been enough room and patients were crowded. The 
present plans call for the transfer of the offices and 
waiting rooms to the first floor of the new annex. Only 
four rooms on the first floor will be used for patients, the 
second and third floors, however, will be devoted exclusively 
to rooms for patients and there will be twelve additional 
rooms on each of these floors. 

To Erect Addition 

The general contract has been let to E. J. Pappenfus 
for an addition to be erected to St. Mary’s Hospital, 
Williston, N. Dak. This institution is in charge of the 
Sisters of Mercy. 

To Erect New Hospital 

The Sisters of the Incarnate Word of Port Arthur, 
Tex., are planning the erection of the new St. Mary’s 
Hospital in that city, to be erected at a cost of $450,000. 
The architect is Maurice J. Sullivan of Houston, Tex. 

To Open Addition Sept. 15 

Work on the new $1,000,000 medical and dental school 
for Georgetown University, Washington, D. C., was 
started with excavations early in January and will be 
completed by Sept. 15. 
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Many new uses for 


“ZO” ADHESIVE 
on Hospital Spools 


A prominent New York hospital fitted “ZO” Hos- 
pital Spools to dressing carts this way (see photo- 
graph). 

There are dozens of other helpful ways you can 
use this splendid “ZO” Adhesive in your hospital 
wards and clinics. 

“ZO” Hospital Spools give clean, economical, effi- 
cient service everywhere. 


Hospital Division 


Gohrwon VOW 
NEW BRUNSWICK N.J.USA. 


ee the “ZO” Hospital Spool and our complete line of surgical dressings 
and catgut at Booth No. 117, Catholic Hospital Association Convention, 


Stevens Hotel, Chicago, May 6th to 10th. 
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Which Do 
You Prefer? 





To Replace the 
Tube or to Keep 
It From Breaking 


Replacing a broken glass tube in a blood-pressure instrument does not concern you nearly 
so much as keeping it from breaking...Replacing a glass tube is a simple matter. But how about 
spilled mercury? It will ruin brass fittings and other parts. Besides mercury is costly and 
frequently inconvenient to replace...For this reason Armored B-D Manometers have a metal 
shield for the protection of the glass tube. Consequently the percentage of breakage is so 
slight that it is not even entitled to consideration...Only Armored B-D Manometers permit 
removal of the tube in an upright position without spilling the mercury. This is a great con- 
venience when cleaning. Only Armored B-D Manometers are individually calibrated and 
certified...Before purchasing a blood-pressure instrument be sure to get all the facts. If you 
are interested in a scientifically accurate instrument that is built to give constant, satisfactory 
service with a minimum of part replacement, you should inspect the latest Armored B-D Man- 
ometer styles...Kindly use the coupon. 


B-D PRODUCTS 


Makers of Genuine Luer Syringes, 
ahaa of Ge ere u a a GENTLEMEN: I should like to inspect the latest Armored B-D 
Erusto and Yale Quality Needles, Manometer | Desk Style [] Wall Style [] Pocket Style 


B-D Thermometers, Ace Bandages, Asepto Syringes, ee (Check style desired) 
Armored B-D Manometers, Spinal Manometers ad 


; . ADDRESS 
and Professional Leather Goods 


DEALER'S NAMI 


DICKINSON & CO., N. 

















T has never been our policy to 
manufacture a “Just as good,” a 
cheaper, or an imitation. + - ¥» 


If we do not conscientiously believe 
we can make it better we do not 
place it on the market. , + + ¥# 


These are the conditions under 
which we offer you 


Buck X-Ograph Company 


ST. Louis, U.S. A. 
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~_\\ © PROTECTIVE COATING 
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N the making of radiographs a great deal depends on 
screen contact. f ’ ’ ’ r ’ 
Q, To insure proper contact, your cassettes must apply 
good, strong spring pressure to the Intensifying Screens.» 
GQ) Buck Durable Intensifying Screens withstand this pres 
sure for an indefinite period without abraiding the surface of 


the screens, which means — 


They last longer — 
Give better results— 
Cost less 





Buck X-Ograph Company 


ST. Louis, U.S. A. 
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A NEW 


ACHIEVEMENT 
EVEN FOR 


KELEKET 


Your desire 

to become ac- 
quainted with new 
equipment—after it 

has passed the acid 
test of service—will re- 
ceive a new impetus in the 


100-100 KELEKET 
X-RAY 
APPARATUS 


shown here. It is a progressive stroke 

on the part of those who for more 

than a quarter of a century have in- 

troduced what is really new to the 

profession. 

Constructed in three models—Built-in or Wall- 

mounted Cabinet, Remote Control—each of 

equal value and efficiency, it meets every lab- 

oratory requirement. 

Used for Fast Radiography, Fluoroscopy, and Super- 
ficial Therapy, it promotes an ew standard of excellence 
with simplified operation. It has anunusual advantage 
over anything you have ever seen. Interesting details are 
told in Bulletin No. 17. Your request will bring it by return 


mail. X-RAY EQUIPMENT 


SEE OUR EXHIBIT 


Meet us at our booths Nos. 64 and 65 at the Catholic 
Hospital Association Convention, May 6 to 10. 


Clip the coupon and mail today 


r>COUPON * 


The Kelley-Koett Mfg. Co., Inc. 
210 W. Fourth St., Covington, Ky. 


Send me a copy of Bulletin No. 17 describing in full your new 100-100 X-ray Apparatus. 





Name..... 
Street Address 


City.... 
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ob Evans 


THE ARISTOCRAT OF 
UNIFORMS 











No. 291— 

Burtons Irish P oplin 

No. 289— 

Oriole Poplin Supreme 
Quliy 53% gig 


Nurses are turning to-Bob Evans 
for each new uniform, because. 
they have found these garments 
flattering in their chic lines, and 
carefully tailored of the most 
lasting materials. Sizes 14 to 46. 


Write for Booklet 3H Mentioning Dealer 


JACOBS BROTHERS, INc. 
Baltimore, Md. 





EDWARD LIVINGSTON TRUDEAU 
A. Schaeffer, Jr. 
“His life was gentle, and the elements 
So mix’d in him that Nature might stand up, 
And say to all the world, this was a man!” 
—Shakespeare. 

A doctor, doomed by tuberculosis, hunting foxes in the 
Adirondack Mountains in 1875 noticed that the less he 
walked, the better he felt. Today one of the greatest 
sanitoria in the world forms a monument to that observa- 
tion. Edward Livingston Trudeau was the physician, and 
the Adirondack Cottage Sanatorium, world-famous center 
for treatment and research, is the monument. 

Trudeau was born in New York City, October 5, 1848, 
He was the descendant of many generations of French 
physicians, and was thus well qualified by heredity for the 
discovery he was destined to make. His youth was spent 
with his grandparents in Paris, where he obtained his edu- 
cation in French schools. Returning to New York at 
eighteen, he was able to spend several years of leisure 
during which he engaged in popular social activities and 
athletic sports. Then, deciding to settle upon some 
career, he secured an appointment to the Naval Academy, 
which was then at Newport. 

He gave this up to become the devoted nurse of his 
brother, who had contracted tuberculosis. During the 
illness Trudeau often slept with his brother, and by order 
of the attending physician every window in the room was 
kept tightly closed. Of course he also contracted tuber- 
culosis. It was not until he had married and established 
himself in medical practice several years later, however, 
that-the fact was realized, although in the light of present 
knowledge he had had several warnings. The first re- 
sulted from a walking match from fifty-ninth Street to the 
Battery. Although he was an excellent athlete and 
sportsman, he was thoroughly exhausted from the match 
for several days, and developed a “cold” abscess which had 
to be operated on several times. While in England during 
his honeymoon, the second warning came in the form of a 
swelling of the lymphatic glands, but so little was the 
mechanism of tuberculosis infection known then that no 
alarm was felt. 

Actual discovery came when a fellow physician de- 
clared he looked ill and insisted on taking his temperature. 
It was 101 degrees! Still unconcerned, and merely to 
forestall an argument, Trudeau went to a specialist for 
examination. He was told that the upper two thirds of 
his left lung was involved. 

In those days a diagnosis of tuberculosis was con- 
sidered a death sentence. Trudeau felt that he was merely 
beating time, but he did try in the South and in Minnesota 
to improve his health. His traveling was in vain so he 
decided to spend his last days in his favorite hunting 
ground in the Adirondack Mountains. This region was 
then a wilderness braved only by ardent sportsmen, but 
he was determined to take a chance and remain there 
throughout the winter of 1874. So deep-rooted at that time 
was the belief that a consumptive should seek a warm 
and sunny climate and avoid cold and storm, that only 
after considerable argument and persuasion could he in- 
duce Paul Smith and his wife to allow him and his family 
to spend the winter at their hunting lodge. 

On his fox-hunting trips during that winter Trudeau 
made the observation regarding the value of rest in treat- 
ing tuberculosis. “I found,” he said, “that I could not walk 
enough to stand much chance for a shot without feeling 
sick and feverish the next day, and this was the first 
intimation I had as to the value of the rest cure. I 
walked very little after this, and my faith in the value 
of the rest cure became more and more fully established.” 


The idea of building the sanatorium originated in his 
reading, in 1882, an account of Brehmer’s Sanitarium in 
Silesia. No information was available regarding the plan- 
ning and building of sanatoria, but Dr. Trudeau “felt 
that aggregation should be avoided, and segregation, such 
as could be secured by the cottage plan, would be prefer- 
able. By this plan, an abundant supply of fresh air could 
be secured, and the irritation of constant close contact 
with many strangers could be avoided.” 

His first patients at Saranac were two sisters, factory 
girls, and the first building was completed in February, 
1885. In consisted of one room, 14x 18, and a little porch 
so small that only one patient could sit out at a time. It 
has been known as “The Little Red,” and is historical as 
the pioneer cottage in the development of sanatorium 

(Continued on Page 92a) 
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ODAY hospitals are buying dining room equip- 
ment that is inviting, clean appearing and easy 
to keep clean and neat. 


This Sani Table is a great example of the popular 
hospital demand. Picture your own hospital fully 
equipped with these unusually attractive tables. The 
bases are Sani rust proof metal and enameled white. 
Tops are Sani Onyx molded rubber or linoleum that 
always look bright and new. Other Sani hospital and 
institutional equipment is as up-to-the-minute as this 
new model table. Be sure to specify or recommend 
Sani products. May we send you a catalog of the 
complete line? 


SANI PRODUCTS COMPANY 


North Chicago, Illinois 
Selling Organization for Chicago Hardware Foundry Co. 
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BRUCK’S NURSES OUTFITTING CO., INC., of New 
York, will exhibit at BOOTH 121 during the C. H. A. conven- 
tion at Chicago, May 6th to 10th. 


Our representatives will be most pleased to display our su- 
perior UNIFORMS and CAPES for Nurses’ Training Schools. 


Of especial interest will be BRUCK’S “UNIT-OUTFIT” 
for STUDENT NURSES which haS been adopted as regulation 
by so many Catholic Nurses’ Training Schools. 
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In a speech Trudeau delivered shortly before his death 
and he said, “Over the doors of the hospitals for con- 
sumptives twenty-five years ago might well have been 
written these words: ‘All hope abandon ye that enter 
here.’ While today, in the light of new knowledge we 
may justly place at the entrance of the modern sanato- 
rium the more hopeful inscription: ‘Cure sometimes, relief 
often, comfort a — 
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treatment in America. It is now kept as a relic 
museum. 

In the same year in which Trudeau read of Brehmer’s 
sanitarium, Koch’s epochal paper on “The Etiology of 
Tuberculosis” appeared. Trudeau determined to prove 
Koch’s experiments for himself, and plunged into experi- 
mental work with guinea pigs. In order to carry out his 


laboratory work he was forced to make his own apparatus, 
iia: Aids Hospital 


keep his guinea pigs warm in a hole in the ground, and 
arise several times each night during cold snaps to stir 
up the fire and provide the correct temperature for his 
cultures. He succeeded despite the handicaps, and his 
laboratory (at first a makeshift place that was burned 
down and later rebuilt) was the first in this country to 
be devoted to the study of tuberculosis. 

As his work became known he received the coopera- 
tion of the peers of the medical profession. His sanato- 
rium soon became an assured success and his long single- 
handed fight in the dense woods of the Adirondacks against 
the tubercle bacillus was winning him high honors. One 
of the greatest of these was his unanimous election in 
1904 as the first president of the newly organized National 
Tuberculosis Association. 

During his life Dr. Trudeau was forced many times 
to take to his bed because his tuberculous lesion had be- 
come active and several times his life was despaired of. 
Yet he lived until November 15, 1915, to the age of sixty- 
seven years. 

Before his death he had the satisfaction of seeing the 
benefits of his laborious research and experiments carried 
into every corner of the United States by bits of colored 
paper—the penny Christmas seals. 

Since the time when Trudeau was the first president 
of the National Tuberculosis Association the association 
has become the parent of 1,400 affiliated associations in all 
parts of the United States. Through its organized cam- 
paign supported by funds raised in the annual Christmas 
Seal sales, it has been greatly responsible for reducing 
the death-rate from tuberculosis fifty per cent. 


The woman’s auxiliary of Sacred Heart Hospital, Yank- 
ton, S. Dak., is now sewing on linens and furnishings fo. 
the new wing recently erected to the hospital. 


Hospital Gives Service 

St. Mary Hospital, Cincinnati, Ohio, reports a total of 
1,711 days of free service out of a total of 4,235 days of 
service at the institution. Full-pay days were, 1,043; and 
part-pay days, 1,481. 

Lay Corner Stone for Hospital 

Formal laying of the corner stone of St. Mary’s Hos- 

pital, Knoxville, Tenn., will take place on May 1. 


PROPOSED ST. CHARLES HOSPITAL, ST. HYACINTHE 


P. QUEBEC, CAN. 
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Plaza Operating Corporation 


after experience with VULCAN ranges at the Copley-Plaza in Boston, 
installed them at the Savoy-Plaza and the Plaza Hotels in New York. 
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After thorough trial and 
exhaustive experience with 
Vulcan all “Hot-Top” 
Gas Ranges, and other gas 
cooking appliances at the 
Copley-Plaza Hotel in 
Boston, the Plaza Operat- 
ing Corp. installed Vulcan 
Ranges in the new Savoy- 
Plaza Hotel, and replaced 
other equipment with 
Vulcan Gas Ranges in the 
Plaza Hotel, NewYork. In 
addition to the 55 Vulcan 
Ranges in these three hotels 
under the same manage- 
ment, there are Vulcan bake 
ovens, roasting ovens, broil- 
ers and other equipment. 

Several years ago the 
kitchen of the Copley Plaza 
in Boston was changed 
over from coal to gas, and 


after an investigation it 
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Savoy-Plaza, New York City: Vulcan 

equipment installed by Albert Pick 

Barth Co. and Duparquet Huot & 
Moneuse Company 


Plaza Hotel, New York City: Vulcan 
equipment installed by Consolidated Gas 
Company 


Copley-Plaza, Boston : Vulcan equipment installed by Morandi Proctor Company 




















When a successful organization, as a result of satisfactory operating experience, continues to install Vulcan 





was decided to install 
Vulcan Gas Ranges. 

The reason for the 
change, as expressed to us 
in a letter, was: 

“We believe that the 
Vulcan employs a more 
economical and scientific 
means of burning gas than 
any other range, due to 
its top burner construction 
and flue arrangement.” 

In a recent letter, after 
experience with this earlier 
installation, the corpora- 
tion writes: “We installed 
at the Savoy Plaza last 
October, eighteen sections 
of the new Vulcan, and we 
are pleased to say that they 
are entirely satisfactory, 
and in our new addition we 
are planning an additional 


installation of Vulcans.” 
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after Vulcan, in hotel after hotel, isn’t it worth your while to send for the Vulcan book on cooking equipment? 


Hotel Department: Standard Gas Equipment Corp., 18 East 41st Street, New York. 
Pacific Coast Distributor: Northwest Gas & Electric Equipment Co., Portland, San Francisco, Los Angeles. 





| 
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Among thousands of users of 
VULCAN cooking 


equipment are: 


Green Ophthaline Inst., 
San Francisco, Cal 
Bridgeport Hospital, 
Bridgeport, Conn 
| Flushing Hospital, Flushing, L. | 
St. Joseph Hospital, 
os Angeles, Cal 
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Levernier Foot-Pedal Dis- 
penser above. Baby-San 
Dispenser at right. 














We'll be ¢ 
There! 


Germa - Medica and 
other fine products. 


See the Levernier Foot 
Pedal Surgical Soap Dis- 
pensers and Baby-San 
Dispensers in... 


HUNTINGTON LABORATORIES, Inc. 
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BOOTH 106 By 


Hospital Department 


Huntington, I. ndiana 























STATEMENT OF THE OWNERSHIP, MANAGEMENT, CIRCU- 
LATION, ETC., REQUIRED BY THE ACT OF 
CONGRESS OF AUGUST 24, 1912 
PROGRESS, published monthly at 
April 1, 1929, State of Wisconsin, 


Milwaukee, 


Of HOSPITAL 
County of 


Wisconsin, for 
Milwaukee. 


Before me, and county 


Public in and for the state 
aforesaid, personally appeared Frank Bruce, who, having been 
duly sworn according to law, deposes and says that he is the 
publisher of HOSPITAL PROGRESS, and that the following is, 
to the best of his knowledge and belief, a true statement of the 
ownership, management, etc., of the aforesaid publication for the 
date shown in the above caption, required by the Act of August 
24, 1912, embodied in section 443, Postal Laws and Regulations, 
printed on the reverse side of this form, to-wit: 

1. That the names and addresses of the publisher, editor, and 
business manager are 
Publisher—Frank Bruce, 

Wisconsin. 
Editors—Rev. Alphonse 


a Notary 


129 East Michigan Street, Milwaukee, 
(Chair- 
Editorial 
(Associate 
Wis., 
Wis., 


M. Schwitalla, St. Louis, Mo. 
man); Rev. C. B. Moulinier, Chicago, Ill., (Acting 
Director); Rev. William P. Whelan, Chicago, IIL, 
Editorial Director); Mr. William C. Bruce, Milwaukee, 
(Associate Editor): Mr. Elmer W. Reading, Milwaukee, 
(Editorial Secretary). 

Managing Editor—None. 

Business Manager—J. J. 
Wisconsin. 

2. That the owner is The Bruce Publishing Company as publish- 
ers = the Catholic Hospital Association of the United States and 
Canada. 

Stockholders—William Geo. Bruce, 129 East Michigan St., Mil- 
waukee, Wis.; Wm. C. Bruce, 129 East Michigan St., Mil- 
waukee, Wis.; Frank Bruce, 129 East Michigan St., Milwaukee, 
Wis.; Mrs. Monica Bruce, 447 Hanover St., Milwaukee, Wis. ; 
Mrs. Zeno Rock, 443 Hanover St., Milwaukee, Wis. 


3. Bondholders, ete.—None. 

FRANK BRUCE, Publisher. 

Sworn to and subscribed before me this 20th day of March, 1929. 

[Seal] Wm. C. Bruce, Notary Public, Milwaukee County, Wis- 
consin. My commission expires August 18, 1929. 

The Art of Right Reading 

et Frederick M. Lynk, S.V.D., Mission Press, Tech- 
ny, Ill. 

In these “twelve talks on the art of right reading” the 
author makes it clear that the present-day abuse of the 
art of printing makes it far too easy for persons of all 
ages to indulge in “wrong reading.” 

He explains the influence of reading, whether for good 
or for bad, on every soul irrespective of antecedents, educa- 
tion, or invironment. He clearly classifies the kind of books 
that necessarily help or hamper. 

He writes pertinently about the indiscriminate buying of 
books whose authors and contents, previously unknown, too 


Krill, 129 East Michigan St., Milwaukee, 


often divulge upon perusal, a warped mind and hideous 
moral distortions. The “twelve talks” will be an education 
to many whose conscience still functions during those per- 
ag of their daily lives which are devoted to reading.— 
Grant Permit for New Hospital 

A permit was issued recently for the building of St. 
Mary’s Hospital, Knoxville, Tenn. Excavations are already 
under way and construction of the building will begin im- 
mediately. The general contract for which the permit was 
issued, approximates $74,000. 
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} Competition 
The prizes in the competition for design for kitchen 
sinks in Monel Metal offered through the Art Alliance of 
America by The International Nickel Company, were 
awarded to the following: 
First prize of $1000 to W. Wallace Ferguson, Jr., 1641 
monwealth Avenue, Boston, Mass. 
500 to William Brodsky of Pennsylvania Mu- 
seum and School of Industrial Arts, 
Philadelphia, Pa. 
Mrs. Helen Stangeland, 9474 W. 
St., Los Angeles, Calif. 
Max R. Uhlig, 191 Albemarle St., Spring- 


field, Mass. 
Cc. Edwin 84 Redland Road, 
West Roxbury, Mass. 

The jury of awards consisted of Mr. Harvey Wiley Cor- 
bett, architect; Mr. Ely Jacques Kahn, architect; Mr. 
Louis Hassinger, president, John Trageser Steam Copper 
Works; Mrs. Frederick Ackerman, interior decorator; Miss 
Katherine A. Fisher, director, Good Housekeeping Insti- 
tute and Miss Marcia Mead, architect. The prize winning 

(Continued on Page 95a) 
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Specialists in Hydrotherapeutic Fixtures 


Clow Hydrotherapeutic Fixtures are on duty in 
Canada, Cuba, South America and many other 
countries besides the United States. 


Clow Engineers have originated and designed 
many of the standard Hydrotherapeutic Fix- 
tures in general use today. 


Clow Engineers are available for information 
and advice on any phase of Hydrotherapy. Use 
this service at any time. 


Above is shown side and top view of the Clow 
Control Table. 


Side view shows two foot pedals for operating 
drain valves. 

Top view shows arrangement of supply and 
control valve, temperature and pressure regu- 
lating devices. 

And, Hydrotherapeutic Fixtures are only part 
of the huge line of Clow hospital plumbing. 


JAMES B. CLOW & SONS, 201-299 N. Talman Avenue, CHICAGO 
Sales offices in principal cities 
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The Efficiency 



































specially designed wardrobe unit can be 
‘ ned with Weisteel dressing compartments for 
an effective solution of a problem found im most 





sis institutions 
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uy bok 
omplete supervision and without utting off light 


Os the efficient use of available space depends, to a large extent, 
the amount of service which a hospital can render to its com- 
The WEISTEEL Integral Shower munity. The newest and most modern buildings take cognizance of 
Cabinet, Leakproof, Econom- 
ical, Durable. this fact. 

ee WeSteeL cubicles and toilet, shower and dressing room com- 
partments have helped many hospitals to secure greater efficiency in 
ward space. The illustrations above show how segregation can be 

accomplished and quiet can be secured even in limited quarters. 

Our exhibit at the convention in Chicago will be your oppor- 
tunity to secure a great deal of valuable information on this important 
topic. If you cannot attend the convention, write to us for full details. 
Henry Wets MANUFACTURING Co., Inc., Elkhart, Indiana. 
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74 YEARS OF EXPERIENCE 


ARE BEHIND CRANE VALVES AND FITTINGS 


FOR BUILDINGS 














MANUFACTURING PRECISION 
MAKES THEM EASY AND ECONOMICAL 
FOR YOU TO INSTALL 
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designs and others selected by the jury were exhibited at 
the Art Alliance, 65 East 56th St., on Thursday’and Fri- 
day, March 21 and 22. 

The outstanding feature of the Sink Contest was the 
great latitude which monel metal offers to the architect 
in designing the kitchen for the home. Monel metal sinks 
may be fitted to any type of kitchen because of the ease of 
working sheet metal as compared with the limitations of 
porcelain, enameled iron, and other materials. Many of the 
designs submitted were eminently suitable for custom-made 
sinks and were only debarred from receiving prizes owing 
to the fact that they were not suitable for quantity pro- 
duction. 

About five hundred designs were submitted, the general 
level of craftsmanship shown being very high. The first 
prize was won by a sink of very simple design, having two 
drawers on the right and one drawer on the left, fitted 
under the drainboards. This sink had one basin and was 
supported only from the wall. The design showed the sink 
to be built away from the wall and it was not fitted with 
a splashboard. The drainboards had no grooves but were 
slightly inclined to facilitate draining. This sink was one 
of the most simple designs submitted. 

The second prize was given to a sink with one drain- 
board and one basin, two legs being necessary for its sup- 
port. This sink meets the need of the small apartment 
where space is a consideration. The third prize winner had 
rather more elaborate ideas. This sink included two drain- 
boards, a wash basin and rinsing basin. Like the second 
prize winning design, no drawers were fitted. The fourth 
prize was awarded to a sink which had two drainboards, 
a washing compartment and a mechanical rinsing compart- 
ment. This, too, was a supported sink. The fifth prize was 
awarded to a sink fitted with two drainboards, one basin, 
a self-draining soap dish, four drawers, and two support- 
ing legs. 

It seems probable that the final result of this Monel 
Metal Kitchen Sink Competition will be the production of 
an all metal sink not very much different from the best 
of the standard designs now produced, but manufactured 
in large quantities at a competitive price with other and 
less suitable materials. Such a sink will have the great 





merit of being readily cleaned and an important result of 
the competition will almost certainly be that the dimen 


sions of the new sink will be calculated to obtain the in- 
dorsement of the many thousands of housewives. 

The silver color of monel metal makes it eminently suit 
able for use in the kitchen not only for sinks but for many 
other purposes where hard durable surfaces are needed and 
where beauty is an asset. The tops of kitchen cabinets and 
tables, refrigerator trim and the linings of ranges are all 
standard uses of monel metal and it is thus but a logical 
step to expect that sinks made from monel metal will be 
come widely used. The use of monel metal for surfaces 
which require such frequent cleaning as is needed by the 
kitchen sink, is very efficient. A hard, dense surface is 
ideal from this point of view because it can be wiped over 
so easily. No cracks exist for grease or dirt to obtain a 
permanent lodgment. 


New Catalog of Plumbing Fixtures 

James B. Clow and Sons have just issued their new 
catalog No. 50. The book is printed on enameled paper 
with every article illustrated and is bound in red-brown 
leathercloth with gold lettering. It contains 412 quarto 
pages. 

Some of the articles listed and priced in this handy 
reference book are: Bathtubs of every variety, brass pipe 
and trimming, bathroom and hose cabinets, cellar drainers, 
drinking fountains, fire-protection equipment, garage 
equipment, water heaters, lavatories, sacrariums, showers, 
toilets, water-supply systems, sewerage systems. 

A generous section is devoted to special 
equipment for hospitals. Here are listed: Aspirators, 
autopsy tables, bedpan closets and washers, light- and 
vapor-bath cabinets, clinic and disposal sinks, drains, 
hydrotherapeutic apparatus, infants’ baths, instrument 
washers, medicine sinks, mortuary slabs, plaster sinks, 
prenatal and receiving baths, surgeons’ lavatories and 
sinks. 

Hospital superintendents will also be interested in the 
laboratory- and laundry-equipment sections as well as in 
the general plumbing equipment used in any home or 
public building. 


plumbing 
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An introduction to the hydrotherapy section gives a 
number of hints on planning this department and a 
diagram suggesting a layout for a model hydrotherapy 
department. 

There are two pages illustrating various kinds of 
marble in their natural colors with an invitation to send 
for the Clow Marble Booklet. Several pages at the end 
of the book are devoted to useful rules and information. 
Every article in the book is carefully described as to 
construction, material, and size, and the price is given. 


A Modernized Dressing Pad 

A new type of dressing pad, especially useful for heavy- 
drainage cases is the New Era dressing pad, made by 
Johnson and Johnson. It consists of an even layer of ab- 
sorbent cotton backed with an outer layer of nonabsorbent 
cotton, the whole wrapped in soft gauze. 

The difference in color of the two layers of cotton (white 
for the absorbent and natural for the nonabsorbent) offers 
a ready guide to the nurses. The pads are made in two 
sizes, 10 by 24 inches and 5 by 24 inches; these sizes were 
decided upon after a survey of the field to determine the 
most useful sizes. 

The pads are finished so uniformly that they can be 
stacked easily and the manufacturers have shown that 36 
dressing pads can be cut in six seconds with three sweeps 
of the electric cutter. 


Principles of 
LABORATORY 
PLANNING 


What comes first? A room to be sure; with 
light, heat and adequate ventilation. Good 
foundation work and an engineered build- 
ing. Vibration will handicap lots of the 
work; plan to avoid it. 

Then what? The fixed equipment—plumb- 
ing, furniture and the working surfaces. Of 
which the last is vitally important, because 
there depreciation can be most rapid, or can 
be indefinitely delayed. 

For permanence, nothing of man’s arti- 
tificial making compares with nature’s 
ALBERENE STONE. Yet this quarried 
product can be sawed, dove-tailed, and 
jointed to match the utmost flexibility of 
application. In durability,—in resistance 
to acid, alkali, corrosive gases, high tem- 
perature, open flames— Alberene Stone’s 
supremacy is unchallenged. 

THESE FACTS STAND PROVED BY THE 
GENERAL USE OF ALBERENE STONE IN 
AN OVERWHELMING MAJORITY OF 
THE BETTER INDUSTRIAL, RESEARCH 
AND EDUCATIONAL LABORATORIES. 
Yet Alberene Stone construction costs so little 
more than equipment of lesser permanence, that 
its use should be part of the planning of every 
laboratory. 


The Alberene Laboratory Catalog is full of 
suggestions. Ask for a copy. 


LBERENE 


STONE 


ALBERENE STONE COMPANY 
153 West 23rd Street, New York 


ranch Offices at Boston, Chicago, 
Cleveland, Pittebuceh, Philadelphia, Richmond, Newark, N. J. 
Quarries and Mills at Schuyler, Va. 








CUTTING NEW ERA DRESSING PADS 


Duty on Imported Surgical Instruments 

The following letter has been addressed to the chair- 
man of the committee of the House of Representatives 
which will consider the proposal to increase the duty of 
imported surgical instruments, syringes, etc. The letter is 
signed by Lloyd T. Hilborn, president of Clay-Adams 
Company, Inc., importers. 

March 6, 1929. 


Honorable Isaac Bachrach 
Ways and Means Committee 
House of Representatives 
Washington, D. C. 
SuBJEcT: Proposed increase of duties on 
Surgical Instruments—paragraph 
359 of Tariff Act of 1922. 

1. As we understand that you will be the chairman of 
the subcommittee to frame the new proposed tariff on 
surgical instruments, we ask you to consider certain 
conditions in this industry. 

2. Mr. Charles J. Pilling, representing certain Amer- 
ican manufacturers of surgical instruments, proposed the 
following new tariff schedule at the hearing before your 
committee January 16th: 

Seventy-five per cent ad valorum duty on all Surgical 
Instruments, and in addition, these specific duties: 


Foreign value per doz. Specific duty per doz. 


and up 


(Continued on Page 100a) 
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Thirty minutes by motor from Tom Johnson's 
monument in Cleveland you will come to the 
suburb of South Euclid. There, situated in a 
pleasant little valley, with the green of wooded 
hills as a background, is the Rainbow Hospital, 
the children’s part of the Lakeside Hospital Unit. 
It was designed by Warner & McCornack, 
Architects. 

There are no steps for the children to climb. 
The second floor is used only by the attendants. 
The broad terrace is a happy playground when 
the weather is fine, and when it is inclement 
there are the screened-in porches. Two rooms 
are devoted to ultra-violet ray treatment. The 
X-ray and laboratory rooms are adjacent to the 
operating room. There is a complete dental de- 
partment. The walls of the class rooms tell a 
picture story of 
Alice in Wonder- 
land and the 
Mother Goose 
Rhymes. 


Standard Sanitary Mfg. Co., err TsBURGH 


Hospital Fixture Department 


“Ctandard’ 
PLUMBING FIXTURES 


So this isn’t a children’s hospital in name only. 
The equipment, as well as the architectural plan, 
takes into account their needs, and the best way 
of serving them. Thus the lavatories are set at the 
proper height for children; the same is true of 
the shower baths and drinking fountains. Junior 
water Closets were installed and the bath tubs are 
placed on platforms, so that the attendants do not 
have to bend over when bathing the children. 

All of these plumbing fixtures are “Standard” 
Plumbing Fixtures. The sinks are made of Acid- 
Resisting Enamel—a notable improvement which 
is being welcomed by hospital authorities every- 
where. All fittings are of non-tarnishing, non- 
corroding Chromard. 

Every plumbing fixture needed in the hospital, 
however special or new the design may be, is made 
by “Standard”. To 
this one company 
you can entrust the 
responsibility for 
complete service. 


for HOSPITALS 





These “Standard” Plumbing Fixtures were installed in the Rainbow Hospital by 
The Koblitz Plumbing & Heating Co., Plumbing Contractors, Cleveland, Obio 


Lavatories, vitreous china 
Lavatories, Acid-Resisting Enamel 
Dental Lavatories, vitreous china 
Sinks, Acid-Resisting Enamel 


Water closets (baby), vitreous 
china 

Water closets, vitreous china 

Baths, Enamel 


Water closets (juvenile), vitreous china Laundry Trays, Enamel 





HYDROTHERAPEUTIC EQUIPMENT AND PHYSIOTHERAPY EQUIPMENT 
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Waterbury Hospital, 
bury, Conn., recently sent 
their third lot 


these boxes (see illustration )— 


order for of 
ample proof of their confidence 
in THESCO and showing that 
this type of box is properly de- 
signed for hospital service. 


For ice andelectri« 
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This is instead of the present ad valorum duty of 45 
per cent and no specific duty. 


Instru- 
ments 
costing 
abroad 
per doz. 
$ .20 $ 1 $ 


Compares 
with 
present duty 
5% Increase 


Would pay duty per dozen 
Plus Total 
Specific Duty % I 
> he $ 27 
464 
1.05 — 
2.40 
4.80 
8.174 
10.80 
15.00 
18.00 
25.20 


12.00 
16.00 
24.00 


18.00 10.80 


3. It appears that only American manufacturers were 
heard at your meeting on January 16, and as the importers 
were not represented and do not agree with the representa- 
tions of the American manufacturers, it is necessary that 
we inform you of our views as importers. 

4. The proposed enormous increase in duties on surgical 
instruments will benefit only a very few who are now 
very prosperous without this increase, to the serious dis- 
advantage and great expense of a very large number who 
cannot afford the burden. 

5. The few who would be benefited would be a small 
number of American manufacturers and the very small 
number of workmen who would be engaged in the manu- 
facturing of the instruments. The world’s source of sur- 
gical instruments at present is Germany. A careful 
estimate of the workers engaged in manufacturing sur- 
gical instruments, syringes, needles and accessories in this 
line totals not over five thousand and they supply the 
entire world. If you place the duties so high as to 
practically exclude German instruments we could scarcely 
count on more than one thousand men who could be put 
to work here to supply the deficiency and a large propor- 
tion of these would require years of training. Germany 
for a hundred years has been the world’s source by reason 
of their experience and skill, their workers trained in 
the industry from generation to generation. Supplying 


Hospital Refigerators 


Established 1870 


John and 
Livingston Sts. 
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THESCO 


Every latest improvement em- 

bodied in Thesco Refrigerators 

combined with time-tested 

ideas that have withstood the 

wear and tear these 59 years. 

Absolutely efficient and sanitary. 
Write for detailed 


information .. . 


Catalog H. P.-85. 


THE C. SCHMIDT CO. 


Established 1870 
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the entire world as they do, it pays them to have the 
dies and equipment to make up the small quantities of 
individual instruments that each country may use, the 
aggregate of all countries’ wants permitting expenditure 
for dies, etc., that would otherwise be unprofitable. This 
country has no adequate facilities now—factories, equip- 
ment, or trained workers to turn out even a small part of 
the requirements of the profession and it would take years 
before we could possibly build up our facilities and 
personnel to be able to produce any important part of our 
needs. They would then be produced at an enormously in- 
creased cost, profitable to a few manufacturers, benefiting 
a small number of workers. 

6. The very large number who would bear the burden 
of increased duties would be 150,000 physicians; 50,000 
dentists; 10,000 hospitals and the enormous part of the 
population that they cater to and whose needs they 
administer, and also the medical students throughout the 
country. The higher prices of instruments would increase 
the expenses of surgeons, physicians, hospitals, and stu- 
dents or even make the purchase of many instruments 
impossible by excessive cost. This would necessitate larger 
fees and charges, an additional burden on the sick and 
injured when they are least able to bear it. You may even 
hazard the very lives of patients by preventing by exces- 
sive cost the availability of needed instruments. Surgeons, 
physicians, and hospitals would not purchase certain in- 
struments used only occasionally if their cost were too 
great. 

7. The seriousness and widespread effect of tariff in- 
creases on surgical instruments merits the most thorough 
and careful investigation on your part. Consideration and 
weight should be given to the attitude of the following 
organizations who are opposed to such tariff increases: 

The American Hospital Association, Chicago, Ill.—An 
association of the highest standing whose large member- 
ship includes representative hospitals throughout the 
country. 

The Catholic Hospital Association, Chicago, Ill—Com- 
parable to the American Hospital Association but com- 
prising only Catholic institutions. 


(Continued on Page 10@2a) 
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SMITH & DAVIS CRANK POSTURE BED 





“Artisteel” Tube Crank Posture Bed No. 858 with Head and Knee Rest Adjusted 





Outstanding Features 


have made our Crank Posture Bed 
the first choice of up-to-date hospitals 






Swurn & DAVIS exclusive construction practically eliminates mainte- 
nance trouble. Our patented Double Anchor Corner Lock which fastens 
the Tubular Frame Posture Spring to the “Artisteel” Tube Ends is the 
most rigid, positive-locking device ever developed. The head and foot 
rests are the easiest to adjust because the solid steel shafts operate in 
cast bronze bearings which reduce friction to a minimum. Handles to 
operate shafts fold out of the way within foot end of bed when not in use— 
a feature nurses and attendants can well appreciate. 


Standard finish for Ends is White Enamel, Ivory or American Walnut 
“Duco,” but of course we can match any other finish on special order. 
The Posture Frame is Aluminum finish. 
















Send for the Smith & Davis Catalog of 
Metal Furniture and other items of 
equipment for the modern hospital. 


SMITH & DAVIS MFG. CO. 


ST. LOUIS, MO. 


Established 1871. 
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ROYAL LINE 


A Machine for Every Laundry Need. 





ALL METAL ROYAL WASHER 


This Washer is very popular among Hospital superintendents 
due to being made of mone! and gives long life and small con- 
sumption of supplies and power. Some special features are 
single lever control for stop, reversing and inching, Timken 
Roller bearings, gears run in oil, covered shafts, open back ribs 
in monel cylinder, brake for stopping washer, etc. 





TOLHURST “CENTER-SLUNG” EXTRACTOR 


This “Center-Slung” Extractor has many advantages over 
other types. It is low, extremely compact and will run smoothly 
with a light unbalanced load due to supporting the complete 
weight with links at a point on the curb that distributes the 
forces due to the unbalanced load and to gravity. 





ROYAL TUMBLER 


Our Royal Tumbler is designed on the Up-draft Suction Prin- 
ciple which assists in drying the clothes. Equipped with Timken 
Roller bearings, single lever control same as washer, cylinder 
is made of metal, coils are quill type eliminating return bends, 
Automatic temperature control and many other important fea- 
tures. 





ROYAL CALENDER 


The Royal Calender is a two cylinder type ironer, one over the 
other. Pressure on the goods being ironed is controlled by com- 
pressed air to 60 pounds pressure. Royal Calenders are less 
expensive to operate than any other ironer, and a much pre- 
ferred piece of equipment, as both sides of the goods are ironed 
at once and the appearance closely resembles hand ironed work. 


THE MAN WHO INVESTIGATES BUYS 
ROYAL EQUIPMENT 


GENERAL LAUNDRY MACHINERY CORP. 


820 WEST WASHINGTON BLVD. 
CHICAGO, ILL. 


PHILADELPHIA NEW YORK 
53rd and Lansdowne Ave. 183 Madison Ave. 
TROY SAN FRANCISCO 


648 Fulton St. 1128 Mission St. 


General Laundry Machinery Corp. 

820 West Washington Blvd., 

Chicago, Ill. 

Gentlemen—I would like to know more about the following 
machines : 














(Concluded from Page 100a) 
The American Medical Association, Chicago, Ill.—The 
great national organization of physicians and whose former 
president, Dr. Wilbur, is now a cabinet member 
The American College of Surgeons, Chicago, Ill—A 
national organization whose membership comprises a large 
proportion of the leading surgeons of the country. 
Trusting this will have your careful consideration, 
we remain, 
Yours very truly, 
CLAY-ADAMS COMPANY, INC. 
Lloyd T. Hilborn, Pres. 


Articles on Evaporated Milk 

The Evaporated Milk Association, 231 South La Salle 
St., Chicago, Ill., has a number of interesting and in- 
structive booklets which will be sent free upon applica- 
tion to the above address. Among those of most interest 
to hospital people are: No. 20, The Story of Sie ae 
Milk; 21, Nutritive Value of Evaporated Milk; 23, 
Vitamin B Content; 24, Source of Calcium, Phosphorus, 
and Nitrogen; 30, Preparation of Acidophilus Milk; 40, 
Safety and Simplicity in Infant Feeding; 44 Scientific 
References Pointing to the Value of Unsweetened Evapo- 
rated Milk in Infant Feeding; 45, The Patient and the 
Diet; 47, Use of Unsweetened Evaporated Milk in 
Therapeutic Diets. 


A New Building Stone 

Floridene stone, a natural travertine, quarried on the 
west coast of Florida, was first shown to the public as 
a feature of the Johns-Manville Corporation’s display at 
the Architects’ and Allied Arts Exhibition at the Grand 
Central Palace, New York, April 15-23, 1929. 

This new stone, discovered accidently by a Florida 
contractor, is a building material of remarkable versatility 
and charm and, according to tests of the U. S. Bureau of 
Standards and other agencies, possesses many unusual 
and desirable qualities not found in other stone. Its color 
varies from a soft buff to a warm gray tint. It lends itself 
well to a honed, semipolished, or highly polished finish. It 
may be had in blocks of nearly any desired size. 

The supply of Floridene seems to be practically in- 
exhaustible. The Johns-Manville Corporation have _ the 
exclusive distribution rights of this stone. 


Made Uniforms for 75 Years 

The firm of D. Klein and Brother, Inc., makers of 
uniforms for nurses as well as for all sorts of mens’ 
organizations, is celebrating the 75th year of its founda- 
tion. Formerly, this firm limited its customers to military 
organizations, bands, police and fire departments, and 
attachees of the United States services; but for many 
years it has been supplying uniforms to schools, hospital 
nurses and attendants, hotel employees, chauffeurs, stores, 
etc. On Jan. 1, 1928, the firm was incorporated under the 
management of Alfred M. Klein, the son of one of the 
founders. The firm has for its slogan “A satisfied customer 
is our best advertisement.” 


New President of Hobart Company 

Herbert L. Johnston, one of the founders of The Hobart 
Manufacturing Company, of Troy, Ohio, was elected presi- 
dent of the company at the recent annual meeting of the 
stockholders. Mr. Johnston has for the past 20 years served 
as vice-president and chief engineer, and in such capacity 
has been in charge of all experimental and development 
work. He has served as a director of the company for more 
than thirty years. 

The year 1928 was the best in the history of the com- 
pany. More than seven million dollars worth of Hobart 
products were sold, and all indications point to a much 
greater sales record in 1929. 


A New Washer 

The Troy Laundry Machinery Company are announcing 
their new 44-inch Titan washer for the commercial, hospi- 
tal, hotel, or school laundry. It is furnished in any cylinder 
length from 48 to 120 inches, with brass or monel finish. 
It may be had with single, double, or multiple pockets, or in 
the Pullman type with horizontal partitions. 

Standard Apparel Company Moves 

The Standard Apparel Company, manufacturers of 

“Standardized” capes, coats, caps, and sweaters for 


nurses announces its removal to a new and larger home 
at 5604 Cedar Ave., Cleveland, Ohio. 
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Announcing a Complete Exhibit of New 
and Standard Hospital Garments and 


ja Nurses Apparel 
made by 
or Neitzel Mfg. Co., Inc. 


cS 






































BOOTH NO. 81 
REPRESENTATIVES IN ATTENDANCE 


MR. R. F. AYERS, VICE PRESIDENT 
MRS. R. F. AYERS 
MR. R. D. AYERS 








NEW CATALOGUE NOW READY. 


Service — Quality — Price — Satisfaction 


NEITZEL MFG. CO. 


INCORPORATED 1928 
WATERFORD, N. Y. 


Specialists in Nurses’ Apparel and Hospital Garments 
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DE LUXE BRAND 
Quality Canned Fruits and Vegetables 


For over a third of a century we have striven to produce better 
canned foods. We will welcome the opportunity to demonstrate the 
economy and comprehensiveness of our De Luxe line of number ten 


goods. 


GEORGE S. DAUGHERTY CO. 


NEW YORK 


Wilson 


yy on 
Canneries 
New York 


PITTSBURGH 


Convention Space No. 2 











MONTGOMERY 
HOSPITAL 
ELEVATORS 


Well Known in the 
Hospital Field 


Montgomery Elevators are made 
in many types of standard equip- 
ment and furnished with a wide 
range of capacities and controls to 
meet every requirement. 

Silent — Smooth Running — Eco- 
nomical Operation. 

Full Automatic—Cumulative Con- 
trol—Variable Voltage—Self-Lev- 
eling. 

Electric Dumb-waiters. 

Write for detail information. 


Montgomery Elevator Co. 


Main Office and Factory 


MOLINE, ILLINOIS 


Offices in Principal Cities 

















THE MICROSCOPE OF TOMORROW 


SPENGER to"son 


WITH: 


CIRCULAR STAGE. 

REAL MECHANICAL 
STAGE. 

FORK-TYPE SUBSTAGE. 

COMBINATION DIVISIBLE 


CONDENSER AND DARK- 
FIELD ILLUMINATOR, 


The mechanical stage moves 
in straight lines to and from 
the operator and also later- 
ally by 18 m/m thereby pro- 
viding sufficient range to 
completely cover an 18 m/m 
square cover glass. 

The movements are smooth 
and responsive and conven- 
iently operated by the two 
buttons at the side of the 
stage where both may be 
reached by one hand. Aside 
from stage it is identical with 
our No. 44H microscope when 
fitted with fork-type sub- 
stage operated by rack and 
pinion. 


Catalog on request. 


SPENCER LENS COMPANY 
BUFFALO, N. Y. 


Manufacturers 
t Deli pes, Optical Measuring 


Instruments, Etc. PEN 
SPENCER Branches ao Lg — gp s CER 
[BUFFALO e Vehinctn 


U.S.A 





Microscopes, Micr 

































LEAR as rock crystal, because it 
is made with the finest and pur- 
est gelatine. Transparent in ap- © 
pearance, better in flavor, easier 
PVate Meclelacmel tite dh aiolucter luce Mmmm Le 
wonder so many choose and use 
only Gumpert’s Gelatine Dessert. 
Compare it with others. 
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A PRODUCT OF S.GUMPERT CO,M. BROOKLYN, N.Y. 
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aN \ - <a actual service live through the 
i) . years. 


For thirty-three years . . . since 1896 
... Aznoe’s has been placing men and 
women trained for hospital and medi- 
cal work in positions of greater op- 
portunity . . . accredited Graduate 
Nurses, Technicians, Dietitians, Den- 
tists, Pharmacists .. . Class A Phy- 
sicians. 


—w Aznoe’s Service relieves the Hospital 
Executive of tiresome detail in the pre- 
liminary investigation of hundreds of 
applications. 


For thirty-three years Candidates and 

Employers have found Aznoe’s Service 

satisfactory. Our constant aim is to 
y y give even better service. 


A 
Write us fully about your individual 
problem. We will glad to tell you 
how Aznoe’s may help you. 


AZNOE'S 


Founded 


NATIONAL PHY SICIANS? EXCHANGE 
CENTRAL REGISTRY for NURSES 


THIRTY NORTH MICHIGAN 
CHICAGO 


Member The Chicago Association of Commerce 
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“CAREFUL PREPARATIONS” 


What surgeon or nurse would attempt or assist at an operation without first determining 
that hands and instruments were as perfectly antiseptic as care and science could make them? 

It is also true that the thought and care in hospital sanitation and cleanliness is just as 
seriously regarded. 


This is proved by the growing preference for the 


PRODUCTS 


which are used in increasing numbers of hospitals the country over. 
The same skill and science is used in preparing these cleaners for hospital use as is exer- 
cised to produce the most dependable chemicals or drugs for the hospital patient. 


As a result, Wyandotte cleanliness is recognized as the “cleanliness of health.” 
Ask your supply man for 
“WYANDOTTE” 


The ie B. Ford Co. Sole Mfrs. 





Sorensen Hospital Model 
No. 425 
ail 7 Not in the 
ie experimental 
stage. 


Years of per- 
formance 
backed by more 


years of expe- ! 

i in build- This nurse is wondering if This is a SAFE NURSE. 
hong - as d the heat has penetrated to She takes no chances. She 
ing Ether an the center of the package. uses a Diack Control every 
Suction Appa- She delivers doubtful dress- time she sterilizes — she 


ings. knows. 
ratus for the 
Hospital Tonsil bd 
and Adenoid Diack Controls 
Operating 
Operating FOR STERILIZATION 
Nose and All the pressure gauges in the world cannot 


Throat Special- tell you whether the heat has penetrated to 
ist, proves the the center of the packages of dressings. 


7 Ss d- . 
pence mil Diack Controls are more 
. humane and less expensive 


an hry ; ” than post-operative infections. 
sate 225 your Hospital. Use Them in Every Sterilization 


Send for descriptive circular “R” SAMPLES FREE 


C. M. SORENSEN CO., INC. 
444 Jackson Avenue A. WwW. DIAC K. 


(Bridge Plaza) . i 
LONG ISLAND CITY, N. Y. 5533 Woodward Avenue, Detroit, Mich. 
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NOTICE! 























Our American Home Sheets 


Pillows and Pillow Cases 


MILL SHIPMENTS 


Direct to the Hospital 


Sisters Superior 


All Wool and Wool Mixed Blankets 


and Hospital Superintendents— 


Bath Blankets 
Towels and Toweling 


Rugs, Carpets and Linoleum 


Bed Spreads 


and other supplies 


for your hospital 
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architectural material when its capabilities for color, 
form, and texture are considered. 

For the more conventional uses such as corridor and 
ward wainscot, its suitability may be well enough known 
to some, but there are many members of building com- 
mittees who do not realize what can be done with these 
wall areas. There is no reason, for example, why a 
corridor should be made a bare tunnel consisting of 
wainscot below and painted wall above. With terra cotta 
a change in both color and texture (if such be desired) 
can be had above the wainscot line, using however the 
same material and retaining the imperviousness, ease of 

















TERRA COTTA USED FOR CORRIDOR 
Pacific Electric Terminal Building, Los Angeles, Calif. 





samples and quotations. 


ELY & WALKER CO. 
eee 22 «So. Market Street, Chicago 


why not take advantage of 


MILL PRICES 


and buy in case lots direct from the mill? 


Write for information, 


























HISTORIC PANEL IN TERRA COTTA 
Grill, McAlpine Hotel, New York City. 


cleaning, and absence from continued upkeep. An inter- 
esting clean-cut treatment is shown in the photograph of 
the ramp corridor in the Pacifie Electric terminal build- 
ing herewith. 

In entrance halls, the most simple or the most elab- 
orate architectural treatment can be carried out with 
equal facility. Modeled ornament, polychrome, and glazed 
or mat surfaces are all at the designers command. 

An architectural style entirely different from the 
Pacific building but one in which there is still no loss 
of any desirable quality, is that employed in the entrance 
corridor of the Circle building, New York City, as will 
be seen from the picture. 
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FINGER TIP LENGTH 


At 
Chicago 
May 6-10 


2 yal 
aw On| 
CAPES 
COATS 
CAPS 
SWEATERS 


Will be displayed 
at the 
Catholic 
Hospital 
Association 
Convention 


: 








-year Capes’’ 


A fitting nickname for 
STANDARD-IZED CAPES 


Not that they are limited to five years wear 
but because experience has proven they so fre 
quently exceed this record for durability. 
—and they cost no more than less serviceable 
capes because they are sold direct from factory 
to wearer. 

Standard-ized Capes are m 

ure of high grade rainproc 


smoth. enith militar 
engin, with mtittary, 


140 color combinations to choose from 


Standard-ized Cape sent to any institution 


on approval 


Ask about the 


New 41-B 


low-priced, high-quality 
Standard-ized Cape 


STANDARD APPAREL CoO. 


Manufacturers of Nurses’ Outer Apparel Exclusively 


5604 Cedar Ave. Cleveland, Ohio 
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CARBON ARC LAMPS 
For ULTRA-VIOLET 
TREATMENT 


This “PERFECTED” LAMP IS 
THE GREATEST VALUE EVER 
OFFERED IN THIS LINE. 


Automatic feed, high power, with 4 
point heavy type rheostat and two- 
tone gray enameled base. 


A 20 AMPERE ARC AT 
A REMARKABLY LOW 


PRICE “$135.00 


on time, at $150.00—terms $50.00 down 
balance in 4 monthly notes. 





Send for illustrated literature 


YOU NEVER HAD A CHANCE 
LIKE THIS BEFORE. BETTER TAKE IT. 


Quartz Lamps, from $175.00 up. 


X-RAY SUPPLIES 


ASK FOR QUOTATION. YOU MAY SAVE MONEY. 


GEO. W. BRADY & CO. 


788 8S. WESTERN AVE. 


AND MACHINES 
AT LOW PRICES 


CHICAGO, ILL. 





SAVE MONEY/ 


USE 


CURRAN’S TAB-IN-DEX 


CLINICAL RECORDS 


AND 
CURRAN’S SIMPLIFIED SYSTEM 
of 


HOSPITAL ACCOUNTING | 


All of the above and a general 
line of hospital forms are carried 
in stock for immediate shipment. 





CON P. CURRAN PRINTING Co. 


HOSPITAL PRINTERS 
| ST. LOUIS, MO. 
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CEREPREEKEER EER EER EK EER EEREERERERKEE 


O30 


Superiors of 


many hospitals recognize the effi- 
ciency and economy of using our 
periodical repair service for in- 
struments of the operating room. 


Instruments 
Reconditioned 
Nickel-plated and Sharpened 


WE RE-SHARPEN 
BARD-PARKER BLADES 


CERKEEREEREER ERR EEK EEK EK ERKERK EEK EEK 


‘ 


GRIESHABER MFG. COMPANY 
4505 ARMITAGE AVE. 
CHICAGO, ILLINOIS 


Manufacturers of 


Surgical and Dental Instruments 


BO PO PEO Pa9 Pao P29 a9 Pu0 P29 Pao Pao Pad Yi 


Bad P29 P29 P29 929 929 929 P29 20 2929 29 9 29 29 ood odo 


CEREEREKEERERRERR 


= 



















Railway Exchange Building 
Kansas City, Missouri 


COLLECTIONS 
WITHOUT OFFENSE 


In dealing with collections for more than a 
quarter century, exclusively for the Medical Pro- 
fession, and Hospitals, it has required the most 
careful study of methods used. Our employees 
are trained to be polite, for, after all, this is our 
biggest asset. | 

Settlement of accounts is made and the patient 
is pleased, because he has been treated with the 
highest respect and by an Association that is 
human. 

Results obtained from one group of Sisters’ | 
Hospitals in Central West states have been amaz- 
ing, more than $15,000.00 collected in four 
| months. What we have done for others we can 

do for you. Proof of the above mentioned group 
given on request. 





References furnished on request. 


'NO COLLECTIONS — NO CHARGE 


| We have no affiliations with any Collection Agency 
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Garments for Hospitals and Nurses 


ESTABLISHED 1845 


They WY, UEC. 


SAMPLES AND QUOTATIONS PROMPTLY FORWARDED ON REQUEST 


Submit your own special styles for estimates 
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“STORM” The NEW 
“Type N” 

STORM 

Supporter 


With long laced back 
and low extension 
upon hips: The re- 
inforcing band at- 
tached in front at 
median line, also 
fastened in_ back. 


‘TYPE N”’ Hose supporters in- 


stead of thigh straps. 


Takes Place of Corsets 


Gives perfect uplift and is worn with com- 
fort and satisfaction. Many variations of the 
“Type N” Belt provide support in Ptosis, Her- 
nia, Obesity, Pregnancy, Sacroiliac Strain, etc. 


Each Belt Made to Order Ask for Literature 


Katherine L. Storm, M.D. 


Originator, Owner and Maker 
1701 Diamond St., Philadelphia, Pa , U.S.A. 





THE NEW 
Winslow Health and Hygiene Charts 
16 charts : : 44x32 inchesinsize : =: Printed in 9 colors 
Edited by Dr. C.-E. A. Winslow, Yale University 

Professor Winslow makes another notable contri- 
bution to the education of Nurses by these charts, 
interpreting the modern understanding of Physiology 
and Health in illustrations that answer modern 
teaching methods and aims. 


ws 


- 


The set is completed just in time for 
display at the Catholic Hospital Con- 
vention, Stevens Hotel, Chicago, May 

6th to 10th. 
Write for the Winslow Circular or for 
the complete Biology Blue Book No. 6B. 


DENOYER-GEPPERT COMPANY 


5235 RAVENSWOOD AVENUE CHICAGO, ILL. 

















‘VISIT SPACE NO. 28 


At the Convention 


Let us demonstrate why the leading Hospitals in the 
U. S. are ordering these 


WATERPROOFED $1 0 
NURSES CAPES at 


The greatest value 
ever offered. 


Every cape made 
to measure, of ex- 
cellent quality all 
wool cloth. 


Every yard of 
material treated by 
the famous “Anti- 
Pluie” Process to 
make it rainproof. 


Every garment 
made under our 
own supervision, in 
our own daylight 
factory. 

Unequalled for Wear, 

Comfort and Looks 


D. KLEIN & BRO., INC. 


Makers of GOOD Uniforms since 1854 


715-719 Arch St., Dept T., Philadelphia 





N 








SN 


VISIT OUR HOSPLTAL 


National 
ospital Day | 


ay 12th 1929 
To 


tle 


Mdddlllas dhe 


Uittllls 





SPONSORED vA AMERICAN HOSPITAL ASSOCIATION 
a 


Write for Complete Hospital Day 
Publicity Broadside to 
PHYSICIANS’ RECORD CO. 
Dept. HP 
161 W. Harrison St., Chicago, Ill. 
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Sponsors 










the Nurse’s 


Uniform 














With the 














‘WAISTLINE 








Style No, 2442 














$4.95 


for as little as $1.95 


As Interpreted by Hellmann 


Other Paul Jones models 


conform to the 


and are worn in many leading Cath- 


olic institutions. 


No. 2442 — 
form is distinguished by its strictly 
professional appearance. It is tai- 
lored of lustrous Dundalk fine weave, 
two ply Poplin, featuring the sewed- 
in belt, convertible collar and detach- 
able pearl buttons. A very new and 
desirable uniform that meets all 
hospital standards. 


MAIL THE 


Ruth Adams, MORRIS & CO., INC. 


409 N. Eutaw 


Send me PAUL 


size , for which check (or money order) for 


$4.95 is enclosed 
Send me pictures 


PAUL JONES uniforms 


Name 


Address 


PAUL JONES nurses’ uniforms 


strictest regulations, 


This waistline uni- 






COUPON NOW! 






St., Baltimore, Md. 
JONES uniform No. 2442, 


descriptions and samples of 














RE tT 








0 Wane Ps. 































into human form. 


M. J. Chase 


“BUILD FOR SERVICE” 


Ghe CHASE HOSPITAL DOLL and Ghe CHASE 
HOSPITAL BABY, demonstration manikins for teaching the care 
of children, the sick andinjured, are made by trained artisans who 
give infinite care and thought to each detail. “Build for SERVICE” 
is the policy behind all CHASE PRODUCTS. 

Nothing but the sturdiest material goes into these products. 
They are made of cloth and cotton batting that have been moulded 
hard, raised features, and flexible 
joints. They have naturally formed Lodies, heads, arms and legs, 
that conform to standard measurements. They are covered with sev= 
eral thick coats of durable, waterproof paint. The larger models are 
equipped with openings, connected with water-tight reserVoirs,repre- 
senting the meatus, nasal, urethral, Vaginal, and rectal passages. 

The CHASE HOSPITAL DOLL and Ghe CHASE 
HOSPITAL BABY because of their inherent durability and 
because they permit such great flexibility and wide latitude in the 
demonstrations and practice of medical, surgical and hygienal prin- 
| ciples, are indaily use all over the world in Hospitals, Nurses’ 
Training Schools, Home Nursing Classes, Baby Clinics, Mothers’ 
Classes, and by Visiting Nurses and Baby- Welfare Workers. They 
are standard and necessary equipment. 

Let us send you our latest catalog which will describe these 
manikins in detail. 


Ge CHASE HOSPITAL DOLL 


24 Park Place 





They have 


Pawtucket, R. I. 






































J. A. DEKNATEL & SON, INC. 
96th Ave. and 222nd St., Queens Village (L. 1.), N. Y. 
Use the Morgenthaler Bed for the Care of Premature, 
Feeble and Sick Babies Write for Literature 
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Just as passengers on ships 
arriving at this Mid-Pacific isle 
are greeted with the quaint 
native custom, wherein a lei or 
wreath of welcome is placed 
around their necks—so it hap- 
pens that in Queen’s Hospital 
and Tripler General Hospital at 
Honolulu arriving travelers to 
this earthly sphere new born 
babies—are greeted with an iden- 
tification wreath of welcome 
placed and sealed around their 
necks—-the Nursery Name Neck- 
lace. 

The fame of this “Positive 
Identification of the New Born” 
is traveling far Easily under- 
stood by all peoples—free from 











all complications—-stamping the 
repute of mo- OO, 

dernity ont i” 2. 

the hospitals’ ‘ , 
obstetrical Write for 3 
procedure Sample and P 
it is the most & Descriptive 3 
extensively % Literature 

used of all 

baby identi- Coy 


fications 
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APPLEGATE’S 


ALL AT ONE 
IMPRESSION 


INTERCHANGEABLE 
D 
























Zi IH md 





DATE/ e 


The full cost of the above MARKER is 









less than any other, yet there is none, 
regardless of cost, that is nearly as 


Efficient and Satisfactory 


APPLEGATE’S 
INDELIBLE INK 


is the only ink made that 
STAYS THE FULL LIFE 
OF THE GOODS. 
GUARANTEED to do so. 


Total marking cost only 2c 
per doz. 


























Greatest Possible Protection 
Ideally simple in operation 
Any size or style type. 
MR. APPLEGATE 

will personally exhibit his Inks and Marker, 
May 6-10, at the Catholic Hospital Convention. 





APPLEGATE 
CHEMICAL CO. 
He would like to talk over your marking 5639 Harper Ave. 


problems with you. Chicago, Ill. 
































GOULD’S POCKET PRONOUNCING 






MEDICAL DICTIONARY 


9th Edition $2.00 
Thumb Indexed $2.50 







“The medical and nursing pro- 
fessions have recognized Gould’s 
Medical Dictionary as an author- 
ity.’ —Hospital and Nurses Re- 


view. 








“A new English-Chinese Lexicon 
published in Shanghai for medical 
missionaries is based on Gould’s 
Medical Dictionary. A nice com- 
pliment.’”—Hospital World, To- 
ronto. 










P. BLAKISTON’S SON & CO. 


1012 WALNUT ST. PHILADELPHIA 












High Class Ornamental Bronze 
Wire Work 


Iron and 














\| 


Portrait | Inscription 
Tablets Tablets 
Door Plates Signs 

















Cast Bronze Portrait Tablet 








Sie ie ee A Soe, nae 


Cast Bronze Door Plate 
Write for Catalogue 


The Cincinnati Manufacturing Co. 
1632-1638 Gest St., 











Cincinnati, Ohio | 
















Cinmanco Rewireable 
all Metal Screens 


Will not rot, warp, 
shrink or swell and 
smooth operation is 
assured. 


Frames are made from 
cold rolled galvanized 
steel, with copper con- 
tent, which insures 
longer life than the ordinary steel. 





Cross Section of Frame 


Equipped with Wickwire genuine bronze 
wire cloth, which will defy time. Used in 
prominent hospitals throughout the 
United States. Endorsed by architects, 
engineers and physicians. 


Write for our catalog, which has been 
prepared for your use. 


Agencies in principal cities. 


The Cincinnati Fly Screen Company 
Gest and Evans Sts. Cincinnati, Ohio 
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Church Goods — Rightly Priced 
In The Lohmann Catalog 


53 2s Ab A 


You will find in this Lohmann catalog a very 
complete list of church goods and religious arti- 
cles. Make all your selections from this book. 
You will be sure of getting quality material, for 
the name Lohmann stands for the best value in 
religious goods. 


We have made it a policy not to carry the most 
expensive or elaborate, nor the inexpensive, but 
rather a line of good merchandise rightly priced 
plus Lohmann Service. Place your next order 
with us and let us show you what Lohmann 
Service means. 


Before you order anything send 
» of wc : ; 
for @ copy of our new catalog Let the above illustrated cat- 
alog, No. 88, be your buying 


THE E. M. LOHMANN COMPANY guide. You will not regret 


Importers and Manufacturers Church Goods and Religious Articles any selection you make from 
this encyclopedia of religious 


385 St. Peter Street SAINT PAUL, MINN. goods. 


SpE bbb bb eb trot rote pebererenenchererer er erate 
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a Friendly Talks to Nurses 


BRU 


Couriers of Mercy 


EDWARD F. GARESCHE, S.J. 


Author of A Vape Mecum ror Nurses, SopALItTies 
FoR NURSES, and many other books. 


COURIERS OF MERCY is a series of informal, 
friendly conferences with nurses, especially designed 
to strengthen the character, to elevate her attitude ; MOSEL 618. 
toward her profession, and to assist in the establish- a paces: ear 
ment of lofty ideals and principles. | Irish Poplin bas tucked 


Father Garesché’s motive in this beautiful new shoot tcp yea 
book is to create in the character of the nurse a love ; ie Maclees Ginwe Bs 
for her profession and a realization of its great to 42 
possibilities. It will give her encouragement in the 
pursuit of her duties and help her adjust herself to : 
the peculiar problems with which she is confronted. In the Hospital 


* “ 4 ,»? ere _— . ‘ 
It will help her be a true “courier of mercy. 4; XCELLENT materials that stay crisp and 
g s white through steady wear and frequent 

I : Re um 

Cloth, 434 by 7% inches, 190 pages. Price, $1.50. launderings—accurate cut and sizing, — work- 
manship that is proof against the constant bend- 
ing and stretching of a nurse’s busy day—these 
. . factors make Dix-Make Uniforms the most sat- 
The Bruce Publishing Company isfactory for hospital use. 


305 Montgomery Bldg , Milwaukee Sold at leading department stores. Write 
. Dept. F5 for 1929 style book of new medels. 


HENRY A. DIX & SONS CORPORATION 
141 Madison Avenue New York 


$7.00 
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Classified Wants 


a 

















POSITIONS OPEN 











Qualified “Graduate Narses, Executives, Supervisors, Dietitians, Labora- 
torians, Class-A Physicians, and in fact all types of superior Medical 
Personnel for preferred positions. Attractive cities and environment. 
Good salaries. Allied Professional Bureaus, 742 Marshall Field Annex 
Building, Chicago. 

Aznoe’s Calls Specifying Catholics: (A) 
Department in 110-bed middlewest hospital. De Lee technique, $100. 
(B) Instructress, university degree preferred—100-bed hospital, Chi- 
cago vicinity, $125. (C) General duty, eligible Michigan registration. 
New 50-bed hospital. (D) Dietitian for new 50-bed hospital, southern 




















Supervisor for Obstetrical 










Michigan. Excellent salary for one able to do routine laboratory work. 
No. 2229, Aznoe’s Central Registry for Nurses, 30 North Michigan, 
Chicago. 











(A) Supervisor for Surgical department 





Aznoe’s Miscellaneous Calls: 







in large Tuberculosis institution, Greater New York, $115. (B) R.N., 
eligible Ohio registration, wanted for progressive mental institution. 
$90 to start. (C) Anesthetist for new 50-bed general hospital, south- 





eastern mountain region. Light duties require combination with other 
work. No. 2230, Aznoe’s Central Registry for Nurses, 30 North Mich- 
igan, Chicago. 

Wanted—(a) X-ray technician to assist roentgenologist directing lab- 
oratory of 500-bed hospital; salary dependent upon qualifications ; man 
or woman considered. (b) Laboratory technician to assist pathologist 
directing hospital and private laboratories; duties include all laboratory 
procedures; opportunity to learn X-ray if desired; $135-$150 with par- 
tial maintenance. 100, Medical Bureau, Pittsfield Building, Chicago. 
Wanted—X-ray technician who is also qualified in anaesthesia for posi- 
tion in small hospital located short distance from the Gulf of Mexico: 
advantageous if the applicant is qualified in routine laboratory work 
also; $100, maintenance. 101, Medical Bureau, Pittsfield Bldg., Chicago. 
Wanted—Scrub nurse and also medical division supervisor for a uni- 
versity hospital; former position requires either postgraduate work or 
considerable experience; medical division supervision requires some one 
with ability and experence who can thoroughly supervise a division con- 
sisting of private rooms and wards; salaries $100 and maintenance. 
102. Medical Bureau, Pittsfield Building, Chicago. 

Wanted—Science Instructor for a new hospital of 200 beds; some one 
who has had work at Columbia preferred; will be required to act as 
assistant principal of the school of nursing and will be expected to 
relieve in the nursing school office; beautifully equipped teaching suite; 
living conditions very pleasant. 103, Medical Bureau, Pittsfield Build- 
ine. Chicago. 












































Wanted—Instructor for an eastern hospital of 100 beds; some one 
qualified to teach practical nursing in conjunction with the office 
routine of keeping records, assisting in supervision and follow-up work 
on the wards is required; $125, maintenance. 104, Medical Bureau, 
Pittsfield Building, Chicago. 

Wanted—(a) Nurse to take charge of the medical and surgical floor 
of a hospital averaging 100 patients; Chicago vicinity; $100, mainte- 
nance. (b) Operating room supervisor for an eastern hospital of 200 
beds ; $125, maintenance. 105, Medical Bureau, Pittsfield Bldg., Chicago. 


Wanted—Surgical supervisor; | nortl 



























125-bed hospital located in northern city: 
preferably some one with teaching ability and who has had considerable 
surgical experience; $125, maintenance. 106, Medical Bureau, Pittsfield 
Building, Chicago. 

Wanted—(a) Obstetrical supervisor; new 
middle western metropolis; eight hour duty; 
considerable experience in obstetrics required. (b) 







two-million-dollar hospital ; 
postgraduate work and 
Maternity floor su- 











pervisor who is qualified to administer nitrous oxid anaesthesia; smal] 
hospital located in northern state. 107, Medical Bureau, Pittsfield 
Building, Chicago. vs. 

Wanted—Supervisor for children’s department | of 200-bed hospital ; 





living conditions decidedly above the average; position requires some 
one who has had special training in pediatrics; very good salary to 
person meeting requirements; eastern town having population of 10,000. 
108, Medical Bureau, Pittsfield Building, Chicago. 

Wanted—(a) Day supervisor; well equipped private hospital; approved 
training school; $110 to start; increase to $115 after six months; $125 
at end of first year; complete maintenance included; central metropolis. 
(b) Night supervisor for a new hospital having daily average of 100 
















patients; middle western metropolis; thoroughly experienced woman 
required; $125, maintenance. 109, Medical Bureau, Pittsfield Building, 
Chicago. 











Wanted—(a) General duty nurses for a small hospital located in east- 
ern town of 18,000; new nurses’ home; $90 with increase to $95 end 
of year’s service; month’s vacation; salary includes complete mainte- 
nance. (b) General duty nurse for middle western tuberculosis institu- 
tion; experience in tuberculosis nursing required; $90, maintenance. 
‘e) Three day duty nurses for comparatively new hospital in southern 
Michigan; graduate nurses only employed; $90, complete maintenance. 
110, Medical Bureau, Pittsfield Building, Chicago. 

Wanted—(a) Anaesthetist for a comparatively new hospital of 85 beds; 
salary $125, maintenance; Chicago vicinity. (b) Anaesthetist who 
would be willing to do some general duty; small private hospital lo- 
cated in southern California. 111, Medical Bureau, Pittsfield Building. 
Chicago. 

Wanted—Superintendent of nurses for a Sisters’ hospital of 200 beds 
located on the Pacific Coast; well organized training school; starting 
salary $175, maintenance. 112, Medical Bureau, Pittsfield Bldg., Chicago. 
























Wanted—Class A physicians ‘and dentists, accredited graduate nurses, 
hospital executives, dietitians, bacteriologists and laboratory technicians 
to register with The Medical Bureau; requests from all parts of Amer- 
ica; send for application form. The Medical Bureau, 1330 Pittsfield 
Bldg., Chicago, Il. 

Wanted—Accredited Graduate Nurses, Class-A Physicians, Laboratory 
Technicians, X-Ray, Dietitians for permanent appointments of all kinds 












everywhere. Write for our new free booklet, “Interesting Facts About 
Aznoe’s.”” Aznoe’s Central Registry for Nurses, 30 N. Michigan, Chicago. 





POSITION OPEN 2 
Wanted—-Good Catholic attendant or orderly who is willing to work 
for moderate salary and complete maintenance. Address P-60, Hospital 
Progress, Milwaukee, Wis. 





























POSITIONS WANTED | 


Aznoe’s Technicians Available: (A) Woman X-ray technician, R.N.. 
nine years’ X-ray experience, desires Southern appointment. Asks 
$150 and maintenance. (B) Male Laboratory-X-ray Technician, age 40. 
X-ray lecturer Western Reserve University, available on 30 days’ 
notice at $350 a month. Speaks Spanish—likes west. No. 854, Aznoe’s 
National Physicians’ Exchange, 30 North Michigan, Chicago. 

(A) Pharmacist, young woman, age 27, licensed Montana, Washington. 
five years’ experience, desires change. Asks $125. Also stenographer 
(B) Chemist, B.S. degree; post-graduate work organic chemistry at 
Yale; physiological chemistry at Chicago University; research and 
teaching experience, available June for Southern opening. Asks $200. 
No. 855, Aznoe’s National Physicians’ Exchange, 30 North Michigan, 
Chicago. 
Wanted—Positions for the following: (a) Dietitian; 
university; has recently completed a six months’ students’ course: 
age 22; prefers position as assistant. (b) Dietitian; B.S. degree, state 
university; dietetic training Johns Hopkins Hospital; several years’ 
experience as chief dietitian of large hospital; excellent administrator 
114, Medical Bureau, _Pittsfield Building, Chicago. 

Wanted—Position as superintendent of nurses; A.B. degree, middle 
western college; has done considerable work towards her master’s de- 
gree; graduate of university hospital; six years’ training school expe- 
rience. 115, Medical Bureau, Pittsfield Building, Chicago. 

Wanted— Position | by well qualified anaesthetist; course in anaesthesia 
Graduate School of Medicine, Philadelphia ; four years’ supervising 
prior to taking up anaesthesia; a year's 








B.S. degree, state 


experience as anaesthetist 
116, Medical Bureau, Pittsfield Building, Chicago. 


Wanted—Positions for the following: (a) General duty nurse; was 
graduated in 1927 from 110-bed hospital; since then has been assisting 
in surgical department of same institution; age 24; state registered 
(b) Supervisor; graduate of an eastern hospital; two years’ pediatric 
and surgical supervising; is interested in securing a position as super 
visor of a medical floor; age 26. 117, Medical Bureau, Pittsfield Build- 
ing, Chicago. 

Wanted—-Position for experienced laboratory technician; B.S. degree 
state university; nine years’ experience; has organized four laboratories 
without supervision; desires appointment; extensive training under 
direction” of prominent pathologist; diligent: dependable. 118, Medical 
Bureau, Pittsfield Building, Chicago. 

Aznoe’s Catholic Dietitians Available: (A) Nurse-Dietitian, age 45 
several years’ experience as Dietitian-Manager; available at once. Asks 
$100 and maintenance. (B) Dietitian, age 26, A.B. degree, two years 
in charge of special diets 200-bed hospital, desires Middlewest appoint- 








ment at $125 and maintenance. Is Stenographer-Typist. (C) B.S 
Minnesota, age 26, five years’ excellent experience. Asks $125 and 
maintenance. No. 2257, Aznoe’s Central Registry for Nurses, 30 North 


Michigan, Chicago. 
Positions wanted for superior hospital personnel, including Executives 
Graduate Nurses, Class-A Physicians, Resident Dentists, Dietitians 
Laboratorians, Instructors and Historians. Allied Professional Bureaus, 
742 Marshall Field Annex Building, Chicago. 

Wanted—Positions for a great group of accredited graduate nurses and 
dietitians ; they pass our requirements; they are able, honest, likable 
our service is gratis to employers. Write your needs to The Medical 
Bureau, 1330 Pittsfield Building, Chicago. 











Experienced Engineer desires position in small general hospital. Good 
references. Prefers smal] city. Address Hospital Progress, P-58, Mil 
waukee, Wis. 

Wanted—Position as Laboratory, X-Ray, or Physical Therapy Techni- 
cian in a hospital of Chicago. Miss Elizabeth Hicky, R.N., Guyon Hote! 


Chicago, Illinois. 


SITUATIONS WANTED 
Aznoe’s Catholic Executives: (A) R.N., age 40, 
graduate, anesthesia, also in hospital administration, Teachers’ College 
experienced superintendent of 225-bed hospital, desires Eastern Super- 
intendency at $175. (B) R.N., age 31, post-graduate work in Industrial 
Nursing and Hospital Administration, seven years’ experience as as- 
sistant superintendent very large metropolitan hospital; available at 
$2,000. No. 2262, Aznoe’s Central Registry for Nurses, 30 North Michi- 
gan Avenue, Chicago. 

Aznoe’s Catholic Registrants Available: (A) 
21, desire placement together—general duty at $90. (B) Historian- 
Record Keeper, age 37, eight years in charge of hospital records; 
splendid recommendations, desires appointment west of Chicago at $150 
(C) Masseuse, Hydrotherapist, Physiotherapist, age 27, two years’ 
training Chicago Normal School of Physical Education, desires appoint- 
ment. Asks $150.. No. 2255, Aznoe’s Central Registry for Nurses, 30 
North Michigan Avenue, Chicago, Illinois. 


Aznoe’s Available Catholic Nurses: 
Chicago Lying-In, also Anesthesia, 
Anesthesia at $135 and maintenance. 


college woman, post- 





Two R.N.’s, ages 20 and 





(A) R.N.. age 24, post-graduate 
desires opening in Obstetrics or 
Prefers St. Louis or Chicag« 


(B) R.N., age 28, experienced Obstetrical] Supervisor and Assistant 
Superintendent of Nurses, seeks Kansas appointment, Topeka vicinity. 
Will take any position open, reasonable salary. (C) R.N., age 23, over 


desires surgical work south 


a year’s experience as Surgical Supervisor, : 
for Nurses, 30 North 


or west. No. 2256. Aznoe’s Central Registry 
Michigan Avenue, Chicago, Illinois. 





DIPLOMAS 


nurses or internes—one or a thousand. Also small size 
Ames & Rollinson, 206 Broadway, New York City. 





Diplomas—For 
in leather wallet. 





prices of our diplomas for nurses 


Diplomas—-Send for samples and s 
Midland Bank Note Co., 840 E. 


house physicians, and post-graduates. 
Ovid Ave., Des Moines, Ia. 


FOR SAL E 





Recent models of Scanlan sterilizers in excellent condition, arranged 
for steam heat but readily convertible to gas heat—-mounted separately 

as follows: 16x36” Dressing; pr. 25-gal. Water; 20x 20x24 
utensil; 10x 12x22” instrument. Address P-61, Hospital Progress. 
Milwaukee, Wis. 





HOSPITAL AND CLASS PINS 


Pins and rings specially for you direct from the factory at wholesale 
prices. Special designs and catalogue on request. J. F. Apple Company, 
Lancaster, Pa. - 
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Not Only How Long, But 
How Well Do They Last 


What if your shades do last a long time? 
Is that a criterion of their worth? 


You want 
shades that will 
last and at the 
same time re- 
tain their good 
appearance. 
Shades that do 
not have to be 
repaired at fre- 
quent intervals. 
Draper Adjust- 
able Window 
Shades will meet 
these require- 
ments. The ma- 
terials are care- 
fully selected, and the shades properly de- 
signed and strongly constructed to insure per- 
fect shading in the hospital room. 














Let our specialists help you 
plan at no expense to you. 


Luther O. Draper Shade Co. 


Indiana 


Spiceland 





Hemoglobinometer 
Dare Aluminum 


Patented 
$39.00 


No. 1011 







Blood is examined 
undiluted. Com- 
plete oper- 
ation from 
the punc- 
turing of 
patient’s 
finger to 
cleansing 
of pipets 
takes but 
two minutes. 






The application and technic 
of examination are described 
in all works on Hematology 
and Clinical Diagnosis, 


Rieker 
Coagulometer 


BRODIE-RUSSELL-BOGGS 
PATTERN 


Most accurate and quickest 
method for determining coag- 
ulative quality of the blood. 





For sale by all 
Supply Houses 


RIEKER INSTRUMENT COMPANY 


1919 Fairmount Avenue, Philadelphia, Pa., U. S. A. 


Write for descriptive circulars 














Most hospitals recognize 
the efficiency and economy 
of using our Standardized 
Hospital Record Books, 
Charts and Case Record 


Forms 


Catalog on Request 


The Burkhardt Co., Inc. 


549 Larned St., West, 
Detroit, Michigan 















MECHANICAL LIFT POSTURE BED 


Model 876-39 3 Ft. Width Only 


HE specifications of this new bed are such 
as to insure simple, positive operation, easy 
handling and lasting satisfaction. Light enough 
to be easily handled—heavy enough for any use. 


HAS Mechanical Posture Spring, Inside Fracture 
Bar, Telescoping Irrigation Rod, Extension Stems, 
Ball Bearing Casters with 3” rubber tired wheels. 
Handles fold out of way when not in use. Head: 
52”, foot: 38”, spring: 26”. Finished in American 
Walnut with Spring in Brown. Also furnished in 
any wood finish or color of enamel, if desired. 
Write for prices. 


UNION BED & SPRING COMPANY 


Offices and Salesroom 


4343 WEST FIFTH AVENUE, CHICAGO 
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ABSORBENT COTTON 
Hygienic Fibre Company 
Jol nm & Johnson 

Lewis Manufacturing Company 

ACOUSTIC 
Johns-Manville Corporation 

ADHESIVES 
Johnson & Johnson 
Seamless Rubber Co. 

AIR COMPRESSORS 
Liebel- yp ag Company 
Sorensen Co., c. 

AIR COOLING. APPARATUS 
Brunswick-Kroeschel! Company 
Read Machinery Company 
York Pe Company 

ALCOH 
pmol Commercial Alcohol Corp. 


National trstiliing Compauy 
ALTAR W 

Lohmann Co., E. M 
AMBULANCES 

Henney Motor Company 
ag A ae A 

Parke, & Company 


ANESTHESIA. APPARATUS 
Heidbrink Company, The 


rensen Co., Inc., C. M. 
Toledo Technical Appliance Co 
ANTISEPTICS 


Hillyard Chemical Company 

Kansas City Oxygen Gas Company 
Mallinckrodt Chemical Works 
Ohio Cnsasieat & Mfg. Co. 
Squibb & Sons, E. R. 

Vestal A aaa Company 

ATOMIZ 
mee oo Rubber Co. 

BABY SOAPS 
Hillyard Chemical Company 
Huntington Laboratories, ‘‘Baby-San’’ 
Johnson & Johnson 
a | a Laboratories, Inc., 

“Bal 

BAKERY MACHINERY 
Century Machine Co., The 
Hobart Mfg. Company 
Read Machinery gy 
Van Range Company, Joh 

BANDAGES AND BANDAGE ROLLS 
Johnson & Johnson 
Lewis Mfg. Co. 

BEDS AND BEDDING 
Dougherty & Co., H. D. 
Hospital Import Company 
Hospital Supply Company 
Mandel Brothers 
Pick-Barth Company, Inc., 
Simmons Company, The 
Smith & Davis Me. Company 
Tnion Bed & Spring Co 

BIOLOGICAL PRODUCTS 
Parke. Davis & Company 

BLANKETS 
Fillman Co., John W. 
Hospital Import Corp. 
Mandel Brothers 
Pick-Barth company. 

oqev ° Sucre 

De . Ratherine L. 

BOOKS--ACCOUNTING 
Burkhardt Co., a 
Physician's Record 

BREAD MIXING MACHINERY 
Dougherty & 7 Inc., W. 

BREAD SLICE 
Dougherty & Se Inc., W. F. 
—, Sons Co., John E. 

Range Comeens. John 

BRONZE TABLET 
Cincinnati a Co., The 

BUILDING MATERIALS 
Johns-Manville Corporation 

CANNED FOODS 


Albert 


Ine., Albert 


Daugherty Co., Inc., George S 
Sexton & Co., John 
at pe a Es 
mann Co., The E. M. 


case RECORDS 
Burkhardt Co., The 
Curran Printing Co., 
Physician’s Record Co 
CASTERS 
Jarvis & Jarvis 
CATGUT 
Betz Company, Frank 8 
Hospital Import Corp. 
Hospital Supply Company 
Johnson & Johnson 
Meinecke & Company 
Ross, Inc., Will 
Stanley Supply Company 
Thorner Brothers 


Con. P 


Hospital Import Corp. 

Hospital Supply Company 

Meinecke & Company 

Seamless Rubber Co. 

| amd Supply Company 

Thorner Brothers 

CELLUCOTTON 

Lewis Manufacturing Company 
CHAI 
Royal Easy Chair Company 
CHARTS 

Burkhardt Co., Inc. 

Curran Printing Co., Con. P. 

Physicians’ Record Co. 
CHEMICALS 

Arlington Chemical Co., The 

Ford Company, The J. B. 

Mallinckrodt Chemical Works 

Oakite Products, Inc. 

Ohio Chemical Mfg. Co. 

Sargent & Co., E. H. 

Squibb & Sons, E. R&R. 
CHINAWARE 

Dougherty & Sons, Inc., W. F. 

Duparquet, Huot & Moneuse Co. 

Onondaga Pottery Company 

Pick-Barth Company, Inc., Albert 
CHOCOLATE CREAM DESSERT 

Gumpert Co., Inc., 8. 








CHURCH GOODS 
Lohmann Co., = M. 
Mandel Broth» 

CLEANING COMPOUND 
Oakite Produvts, Inc. 

CLEANING SUPPLIES 
Centinental Chemical Corporation 
Cowles Deterrent Comocas. The 
ee goad & >» 4 _ ° 


Ford Co., The 

Hillyard ‘Ghemtcal ? 

Huntington Laboratories, Inc. 

Mandel Brothers 

Midland Chemical Laboratories, Inc. 

Oakite Products, Inc. 

Pick-Barth Company, Inc., 

Sexton & Company, Jonn 

Vestal Chemical Company 
CLEANSERS 

Hillyard Chemical Company 


Albert 


at De | & oa Company 
COLLECTIONS 
Physicians and Surgeons Adjusting Ass’n 
COMPRESSED GASES 
Kansas City Oxygen a Company 
Ohio Chemical Mfg. 
CONVALESCENT RECLINING CHAIRS 
Royal Easy Chair Company 
COOKING EQUIPME 
Cleveland Range Company 
Dougherty & Sons, Inc., W. F. 
Duparquet, Huot & Moneuse Co. 
Mande! Brothers 
Standard Gas ag 4 
Van Range Company, J 
CORK COMPOSITION TILE 
Bonded Floors Co., Inc. 
COTTON 
Johnson & Johnson 
Lewis Manufacturing Company 
Naumkeag Steam Cotton Co 
Utica Steam & Mohawk Valley Cot- 
ton Mil 
CREPE PAPER 
3s, Inc., Will 
Sexton & Company, 
Thorner Brothers 
DAMPPROOFING 
Johns-Manville Corporation 
DAVENPORTS 
Royal Easy Chair Company 
sy te ee ENT 


Cc 
| Dental Manufacturing Co.. 


John 





8s. 8. 
DESTRUCTORS 
Morse-Boulger Destructor Co. 
ogvensen’s 
owles Detercent Co., The 
DISINFECTAN Ts 


Continental Chemical Corporation 
Hillyard Chemical Company 
Huntington ee. Inc. 
Johnson 
Mallinckrodt Chemical Works 
Midland Chemical Laboratories, Inc 
Ohio Chemical & Mfg. Co. 
Parke, Davis & Company 
Universal Hospital Supply Company 
Vestal Chemical Compan: 
DISINFECTO 
American Sterilizer Company 
Continental Chemical Conpenation 
a Supply Company, The 
Huntineton Laboratories, Inc. 
DISHWASHING MACHINES 
Crescent Washing Machine Company 
Dougherty & Sons, Inc., W. F. 
Friedley-Voshardt Cs.. 
Van Range Company. 
DOCTORS’ PAGING averems | 
Holtzer-Cabot Electric Co. 
DOCTORS’ REGISTER SYSTEMS 
Holtzer-Cabot Electric Co., The 
DRAINAGE TUBING 
Seamless Rubber Co. 
DRY GOODS 
Raker Linen Co., H. W 
Ely & Walker Dry “Goods Company 


Fillman Co., John W 

Mandel Brothers 

Rhoads & Company 
DUMBWAIT 

Electric Dumbwaiters, Inc 
ELEVATO 

Montgomery Elevator Company 


ELECTRIC KITCHEN EQUIPMENT 
Dougherty & Sons, Inc - W. F. 
Huot & »& 
n Range Company, John 
EMULSIFIED OIL 
Deshell pe Inc. 
ENGINE PACKIN 
United States ~ A Company 
ETHYLENE 
Kansas City Oxyzen Gas Company 
Ohio Chemical Mfz. ; 
FIRE ALARM SYSTEMS 
Holtzer-Cahot Electric Company 
SCAPES 





Potter Mfg. Corp 
FIXTURE HANGERS 

Clow Sons. James BR 
FLAVORING EXTRACTS 

Co., Inc., 

FLOORING 

ee Floors Company 

Stedman cyetees Company 
FLOOR FINISHE 

Continental Sentea! Corporation 

Hillyard Chemical Company 
FLOOR MACHINES 

Midland Chemical Laboratories, Inc 


FLOOR WAX 
Bonded Floors Co., Inc. 
Continental Chemical Corp. 
Hillyard Chemical Company 
Huntington Laboratories, Inc. 
Midland Chemical Laboratories, Inc. 
Pick-Barth Company, Inc., Albert 


FLY SCREENS 
Cincinnati Fly Screen Company 


(Continued 








FOOD COLORS 


umpert Co., Inc., 8. 
FOOD-MIXING AND CUTTING MACH. 


Century Machine Company 
Dougherty & Sons, Inc., W. F. 
Hobart Mfg. Company 


Van Range Company, John 
FOOD SERVICE 
Hobart Mfg. Company 
Sani Products Company 
Van Range Company, John 
FURNITURE 
Betz & Company, Frank 8. 
Clark Company, A. 
Dougherty & UCo., 
Duparquet, Huot ‘a _——_ Co. 
The Hill-Rom Company 
Hospital Import Corp. 
Hospital Supply Company 
Kewaunee Mfg. Company 
Kny-Scheerer Corp. of America 
Mandel Brothers 
Mueller & Co., V. 
Pick-Barth Company, Inc., Albert 
Royal Easy Chair Company 
Sani Products Company 
Scanian-Morris Company 
Schoedinger, F 
Simmons Company, The 
Smith & Davis Mfg. Company 
Stanley Supply Company 
Stickley Brothers Company 
therner Brutuers 
ergy ee h..-4 ~~ 
Woe & Son 
GARBAGE AND WASTE. ‘DISPOSAL 
Morse-Boulger Destructor Co. 
GAS SUPPLIES 
i , James B. 


Hygienic Fibre Company 
Johnson & Johnson 
Lewis Mfg. Company 
Mandel Bretthers 
Ross, Inc., Wiil 
— CAPSULES 
arke, Davis & Company 
GELATINE DESSERTS 
Calumet Tea & Coffee Co 
> eA Co., Inc., 
Co., John 
GLAND pRovucTS 
Armour and Company 
Parke, Davis & Company 
GLASSWAR 
Betz Company, 
Dougherty ° le 
Dougherty & Sons, Inc., W. F 
Duparquet, Huot & Moneuse Co. 
Hazel-Atlas Glass Company 
Hospital Import Corp. 
Hospital Supply Company 
Mande! Brothers 
Pick-Barth Company, 
Ross, Inc., Png 1 
Sargent & Co., E. H. 
Stanley Supply Company 
Thorner Brothers 
Hi 1 Supply C 


Universal 

OWNS 

Betz Company. Frank 8. 

Fillman Co., John W 

Hospital Import Corp. 

Hospital Supply Company 

Mandel Brothers 

Marvin Company, E. W. 

Neitzel Mfg. Co., Inc. 

Pick-Barth Company, 

Ross, Inc., il 
HEATING EQUIPMENT 

Glennon-Bielke Company 
HEATIN 


Inc., Albert 





Inc., Albert 


G SUPPLIES 
Clow & Sons, James 
HEATING SYSTEMS 
Clow & 5 Xen B. (“Gasteam”’) 
Crane Compa 
HEMOGLOBINOMETERS 
Rieker Instrument Co 
HOSPITAL CLOTHING 
Hospital Import Corp. 
Hospital Supply Company 
Marvin Company, E. W. 
Neitzel Mfg. Co., Inc. 
Pick-Barth Company, 
HOSPITAL DOLLS 
Chase Doll House, M. J 
Tharner Rrov 
HOSPITAL SUPPLIES 
Seamless Rubber Company 
HOT WATER BAGS 
Seamless Rubber Company 
HOT WATER BOTTLES 
Retz Company. Frank 8. 
Hospital Import Corp. 
Hospital Supply Company 
Kaufman Co., Henry L. 
Mandel Brothers 
Meinecke & Company 
Seamless Rubber Co. 
Stanley Supply Company 
Thorner Brothers 
Universal Hospital Surrly Company 
HYPODERMIC SYRINGES 
Recton. Dickinson & Co. 
pny Import Corp. 


Inc., Albert 


Meinecke & (Co y 
Stanley Supply Company 
Thorner Brothers 
HYDROTHERAPY. APPARATUS 
James iow & Sons. 
ICE BAG 
Seamless Rubber Co. 
ICE CAPS 


Hospital Import Corp. 

Hospital Supply Company 

Kaufman Co., Henry L. 

Meinecke & Company 

Seamless Rubber Co. 

Stanley Supply Company 

Thorner Brothers 

Universal Hospital Supply Company 
IDENTIFICATION NECKLACES 

Deknatel & Sons, Inc., J. A. 
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INCINERATORS 


Morse-Boulger Destructor Co. 
a ARKING 
TI Cc pees Company 
INSECTIC 


pooner Chemical Corporation 
Hillyard Chemical Company 
Midland Chemical Laboratories, Inc. 
Pick-Barth Company, Inc., Albert 
Vestal Chemical Company 
INSTANT COCOA 
Gumpert Co.. Inc., 8. 
INSTRUMENTS 
Rieker Instrument Co 
INTERIOR MARBLE AND SLATE 
WORK 


Clow & Sons, James B. 
INVALID LIFTERS 
Livezey Surgical Service, Inc 
INVALID RINGS 
Hospital Import Corp. 
Seamless Rubber Co 
JANITORS’ SUPPLIES 
Dougherty & Sons, Inc., W. F. 
Hillyard Chemical Company 
Midland Chemical Laboratories. Inc. 
Pick-Barth Company, Inc., Albert 
KELLY PADS 
tivspital Supply Company 
Meinecke & Company 
Seamless Rubber Co. 
Stanley Supply Bend 
smorner — 
niversa ospital Sup Compan 
KITCHEN EQUIPMENT od _ 
Aluminum (¢ — Utensil Co. 
Anstice & Co., Josiah 
Century Machine Company 
Dougherty & Sons Co., W. FP. 
Duparquet, Huot & Moneuse vo. 
Hobart Mfg. Company 
Mandel Brothers 
McCray Refrigerator Sales Corp. 
Read Machinery Company 
Sani Products Company 
Van Kange Co.. The John 
LABORATORY APPARATUS 
Becton, Dickinson & Co. 
Hospital Import Corp. 
Hospital pues Company 
Sargent & Company, H. 
Spencer Lens Company 
Thorner Brothers 
Tniversal Homoiral Supply Co 
Zeiss, Inc., 
LABORATORY. FURNITURE 
Alberene Stone Co 
Retz Company. Frank 8. 
Hospital Import Corp 
Kewaunee Mfg. Company 
Sareent & Company, E. 
LAUNDRY CHUTES 
Haslett Chute & Conveyor Uv. 
LAUNDRY MACHINERY 
American Laundry Machinery Co., The 
Henric! Laundry Machinery Co. 
Mateer & Company, 
Troy Laundry Machinery Company 
LAUNDRY SIZING 
Keever Starch Srreene. The 
LAUNDRY SUPPLIES 
American L sundry Machinery Company 
Ford Company. R 
General pen ly Machinery Corporatior 
Henrici Laundry Machinery Co 
Hillyard Chemical Company 
Keever Starch Company. The 
Mandel Brothers 
Mateer & Company, F. W. 
Midland Chemical Laboratories, 
Oakite Products, Inc 
Pick-Barth Company, Inc., 
LIGATURES 
Davis & Geck, Ine 
Hospital Import Corp. 
Hospital Supriv Company 
Johnson & caane 
Thorner Bro 
LIGHTING EQUIPMENT 
Scialytie Corporation of America 
Zeiss. Inc., Carl 
LINENS 
Raker Tinen Co., H. W. 
Boott Mills 
Fillman Company, John W. 
Mandel Brothers 
Naumkeag Steam Cotton Co 
Pick-Barth Company, Inc., 
LINOLEUM 
Bonded Floors Co., Inc. 
Pick- a Company, Inc., Albert 
SOAPS 


LIQUID 
Continental Ch I Corporation 
Hillyard Chemical Company 

atories, Inc., 


Albert 


Albert 


Johnson & Johnson 
Midland Chemical Laboratories, Inc., 
“‘Babeoleum” 


Ohio Chemical Mfg. Co. 
Pick-Barth Company, Inc., 
Vestal Chemical Comwany 
MATTRESSES 
Dougherty & Co.. H. D 
Karr Company, Charles 
Mandel Brothers 
Pick-Barth Company, 
Union Bed Spring 
METAL SCREENS 
Cincinnati Fly Screen Company, The 
MICROSCOPES 
Bausch & Lomb Sota Company 
& Co., b 
Company 
Zeiss, Inc.. Carl 
goencer Len 


Albert 


Inc., Albert 


MitK PRODUCTS" 
Horlick’s Malted Milk Company 

MONEL METAL 

International Nickel Company 
MORTUARY RACKS 

Market Forge Company 
NIPPLES 

Seamless Rubber Co 
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EXHIBIT 136 


ANNUAL CONVENTION OF THE 
CATHOLIC HOSPITAL ASSOCIATION 





ty ELECTED in 1926 to arrange all settings 
for the Eucharistic Congress, Mandel 
Brothers regard that superb program of 
service as a high point in the work of a quarter 
century. Holy Name Cathedral, Soldiers’ Field 
and the cathedral at Mundelein — magnificent 
settings, presented a giant task to which all 
hands were turned. Paintings of this marvelous 
spectacle will be exhibited in our display at the 
annual convention at the Stevens Hotel in 


Chicago. 
RS 


The same organization that executed the beau- 
tiful settings of the Eucharistic Congress is daily 
supplying the needs of innumerable hospitals 
throughout the country — needs that include the 
planning of interiors, supplying of furnishings, 
floor coverings and draperies, and the choice 
and supply of bedding, linens, china, silver and 
glass. Even uniforms, for nurses, doctors, hos- 
pital attendants are available in any quantity, 
at all times. 


MANDEL BROTHER’ 


STATE AT MADISON 
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DIRECTORY OF EQUIPMENT AND SUPPLIES 











NITROUS OXID 


Kansas City Oxygen oo Company 


Holtzer-Cabot Electric Co., The 
NURSES’ CAPES 

Bruck’s Nurses Outfitting Co., 

Klein & Brother, D. 

Mandel Brothers 

Standard Apparel Company 
NURSES’ UNIFORMS 

Bruck’s Nurses Outfitting Co., 

D Sons Corp.. Henry A 

Hospital Import Corp. 

Jacobs Bros., Inc. 

Mandel Brothers 

Marvin Company, E. W. 

Morris & Co., Inc. 

Neitzel Mfg. Co., Inc. 

— -Barth Company, Inc., Albert 


. x mpany 
ospital Supply Co. 
Wash repre e Company 
OPERATING TABLES 
Betz Company, Frank 8. 
Dougherty & Co., H. D. 
Hospital Supply Comp ‘company, The 
ny -Scheerer of America 


Inc 


Inc 


Reenten- Mortis Company 
, F. 0. 


Thorner Brothers 


OXYGEN 
Kansas City Oxygen Gas Company 
Ohio C Chemical & Mfg. Co. 


PAPER NAPKINS 
Hospital Import Corp 
Mandel Brothers 
Meinecke & Company 
Pick-Barth Company, 

. Inc., Will 
Sexton & Co., 
Thorner Brothe 

PHARMACEUTICALS 
Armour & Company 
Denver Chemical Mfg. Co., The 
Hoffmann-La Roche Chemical Works 
Parke, Davis & Company 
Sharp & Dohme 
Squibb & Sons, E. BR. 





Inc., Albert 


John 
TS 


PILLOWS 
Uuuguerty & Co., 
Mandel Brothers 


H. D 


Pick-Barth Inc., Albert 
PILLOW CAS 
faker Fang ., H. W 
‘ullman Company, John W. 
Mandel Brothers 
Pick-Barth Company, Inc., Albert 
Utica Steam & Mohawk Valiey 
Cotton Mills 
PLUMBING SUPPLIES 
Clow & Sons, James B. 
Crane Company 
Standard Sanitary Mfg. Company 
PUBLISHERS 
Blakiston’s Son & Co., P. 


company, 


a " 
wT oe Water’) 


yeician’ 4 Record Co. 
REFRIGER TORS 
Seamer & Sons, Inc., W. F. 
Duparquet, Huot & Moneuse Co. 
Generai Refrigeration Co. 
McCray Refrigerator Sales Corp 
Pick-Barth Company, Inc., Albert 
Schmidt Co., The -. 
Van Range Company 
REFRIGERATOR “EQUIPMENT 
Market Forge Company 
REFRIGERATION MACHINES 
Brunswick-Kroeschell Company 
General Refrigeration Co. 
York Ice Machinery Co. 
REGISTRIES FOR PERSONNEL 
Aznoe’s Central Registry for Nurses 
Medical Bureau 
RELIGIOUS GOODS 
Lohmann Co., The FE. M 
ROOFING—ASBESTOS 
Johns-Manville Corporation 
RUBBER FLOORING 
Bonded Floors Co., Inc. 
Stedman Products C ompany 
United States Rubber Company 
RUBBER GLOVES 
Wilson Rubber Company, The 
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Alberene Stone Company j Wa 
Aluminum Cooking Utensil Co 29a 
American Commercial Alcohol Corp Sa 
American Laundry Machinery Co. sda 
American Sterilizer Co... 3rd Cover 
Applegate Chemical Company ll2a 
Archer Rubber Co 32a 
Arlington Chemical Co The fa 
Armour and Company 73a 
Aznoe’s Central Registry for Nurses 
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Baker Linen Co., H. W 35a 
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Cincinnati Fly Screen Co., The llZa 
Cincinnati Mfg. Co liza 
Clark Company, A. M 64a 
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Clay-Adams Company 33a 
Cleveland Range Company, The lia 
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Duparquet, Huot & Moneuse 26a 
Electric Dumbwaiters, Inc 20a 
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Ford Co., The J. B 105a 
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Mandel Brothers . 


Marvin Company E._ _ eee 
Mateer & Company, F. W... 
Medbridge Supply Co 








J Bureau 
. Company 

Midland Cc ‘hemi al Laboratories, 
Montgomery Elevator Company 
‘Morris & Co., Inc... ib d 
Morse-Boulger Destructor Co y 
Mueller & Company, ij 5la 
National Carbon Co., Inc < 56a 
National Distilling Company..... 22a 
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Oakite Products, Inc , 42a 
Ohio Chemical & Mfg. Co., The a 
Onondaga Pottery Company 
Operay Laboratories ............. 
Parke, Davis & Company 
Patterson Screen Co. 
Physician’s Record Co 
Physicians and Surgeons Adjusting 

Ass’n eek enhee 108a 
Pick-Barth eens. Ine., Albert l5ba 
Potter Mfg. Corp l4da 
Procter & Gamble Co., The 46a 
Randles Mfg. Company ‘ide 24a 
Read Machinery Co., The... 20a 
Rieker Instrument Co.. ll5a 
Roddis Lumber & Veneer Company 19a 
Ross, Inc., Will : e. 348 
Royal Easy Chair Company 62a 
Sani Products Company.. la 
Sargent & Company, E. H 60a 
Scanlan-Morris C omp any 2nd Cover 
Schmidt Co., The . 100a 
Schoedinger, F. O.. 59a 
Scialytic Corporation of America lla 
Sexton & Company, John Insert 
Sharp & Dohme... Tha 
Simmons Company, The Insert 
Smith’s Sons Co., John E l4a 
Smith & Davis Mfg. Company ifla 
Sorensen Co., Inc., C. M 105a 
Spencer Lens Company... 104a 
Squibb & Sons, E. R 5a 
Standard Apparel Company 107a 
Standard Gas Equipment Corp 93a 
Standard Sanitary Mfg. Co 99a 
Stanley Supply Co 30a 
Stedman Products Co a 
Stickley Bros. Co a 
Storm, M.D., Katherine L 119a 
Thorner Brothers 22a 
Toledo Technical Appliance Co 69%a 
Troy Laundry Machinery Co Tla 
Union Bed & Spring Co... ll5a 
vated States Rubber Company ‘Sa 

8S. Slicing Machine Co. 3la 
Vinteorent Hospital Supply Co 35a 
Utica Steam & Mohawk Valley 

Cotton Mills .. 119a 
Vestal Chemical Company —— 
Victor X-Ray Corporation fla 
Wappler Electric Co 58a 
Wash Fabric Companv T0a 
Weis Mfg. Company, Inc. Henry %a 
White Dental Mfg. Co, S. S .. 80a 
Williams & Co., C. D...... cons Sam 
Wilson Rubber Co., The pe ; . a 
Wocher & Son Company, Max 26a 
York Ice Machinery Corp. c cece ae 
Ss eae , 33a 
Zimmer Mfg. Company . ‘84a & Sha 
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RUBBER HOSE 
United States Rubber Company 
RUBBER MATS AND MATTINGS 
United States Rubber Company 


RUBBER SHEETING AND TUBING 
Archer Rubber Company 
Betz Company. Frank 8. 

Co., H. D. 


Hospital Import Corp 
Hospital Supply Company 
Kaufman & Co.. Henry L. 
Lewis Mfg. Company 
Johnson Johnson 
Mandel Brothers 

Meinecke & Company 


Seamless Rubber Co 
Stanley Supply Company 


Thorner Brothers 
Universal Hoepital Supply Company 
Wocher & Sons Co., M 


ayeese TILE 


Ine. 
Stedman Products Company 


RUBBER-TIRED WHEELS 
Colson Company, The 


arvis 

Meinecke & Company 

SANITARY SUPPLIES 
Continental Chemical Corporation 
Cowles Detergent Company, The 
Oakite Products, Inc. 

Vestal a Company 

SCREEN ad 
Patterson Screen Co. 

SCRUBBING EQUIPMENT 
Continental Chemical Corp 
Finnell System, Inc. 

Hillyard Chemical Company 

SERUM 
Parke, Davis & Company 
Sauibb & Sons, E. BR. 

SHEETS <= 
Baker Linen Co., 
Fillman Co.. John 
Mandel Brothers 
Pick-Barth Company, Inc., 
— Steam & Mohawk 


Mills 
SIGNALING SYSTEMS 
Electric 


ad 


Albert 
Valley 


Company 


Dougherty & Sons, Inc., W. F. 
Duparquet, Huot & Moneuse Co. 
Hospital Import Corp. 
Pick-Barth Company, Albert 
Thorner Rros. 
SKELETONS 
Clay-Adams Company 
SLICING MACHINES 
U. S. Slicing Machine Co 
SOAP AND SOAP DISPENSERS 
Continental Chemica! Corporation 
Hillyard Chemical Mfg. Company 
Huntington Laboratories, Inc. 
Johnson & Johnsoi 
Midland Chemical Laboratories, Inc. 
Ohio Chemical & g. Co. 
Pick-Barth Company, Inc., Albert 
Procter & Gamble Co., The 
Sexton & Company, John 
Vestal Chemical Company 
SPHYGMOMANOMETER 
Becton, Dickinson & Company 
SPICES 
Gumpert Company, Inc., 8 
SPUTUM CUPS 
Hospital Import Corp 
Hospital Supply Company 
Johnson & Johnson 
Meinecke & Bed 
Ross. Inc., Will 
Stanley Supply. hse 
Thorner Rroth 
STAIR TREADS 
Alberene Stone Co 
Stedman Products Company 
United States Rubber Company 
STARCH 
Keever Starch Company 
Sexton & Company, John 


Inc., 


0" 
STERILIZERS 

American Sterilizer Company 
Betz Company, Frank 8. 
Hospital Supply gy ~—d 
James B. Clow & Sons 
Kny-Scheerer Corp. it ‘America 
Sargent & Co., 
Scanlan-Morris im 
Stanley Supply Company 

orner Brothers 
Troy Laundry Machinery Company 
Universal Hospital Supply Company 
Wilmot Castle Company 


Wocher & Sons Co., Max 
STERILIZER CONTROLS 
Diack, A 


w 

Hospital Supply Company 
SUCTION PUMPS 

Sorensen Co., Inc., C. M. 
SURGEONS’ GLOVES 

Betz Company, Frank S 

Dougherty a 

Hospital Import Corp. 

Hospital Supply ead 

Kaufman Co., ry L. 

Mandel Brothers 

Meinecke & Company 

Seamless Rubber Co 

Stanley Supply Company 

Thorner Brothers 

Universal Hospital oy Company 

Wilson Rubber Compan: 
SURGEONS’ GOWNS 

Retz Company, Frank 8. 

Hospital Import Corp. 

Hospital Supply Company 

M Company, E. W. 

Neitzel Mfg. Co., Inc. 

Pick-Barth Company, In Inc., Albert 

Stanley Supply Co 

Universal Hi 


ospital "supply Co. 
SURGICAL INSTRUMENTS 
Betz Com Frank 8. 





Cot- 





Clark Company, A. M 
Grieshaber Mfg. Company 
Hospital Import Company 
Livezey Surgical Instrument Co. 
Meinecke & Company 
Hospital Supply Company 
SURGICAL KNIVES 
Bard-Parker Company, Inc. 
SURGICAL LIGHT 
Operay Laboratories 
SURGICAL PUMPS 
Toledo Technical Appliance Co 
SURGICAL SUNDRIES 
Becton, Dickinson & Co 
Betz Company, Frank 8 
Hospital Import Company 
Hospital weonly Company 


punky & Supply Company 


ors 
|< ‘Hospital Supply Company 
Wocher & Sons Co., Mar 
SURGICAL SUPPLIES 
Clark Company, A. M 
Zimmer Mfg. Company 
SUTURES 
Davis & Geck, Inc. 
Hospital Import Corp 
Hospital won Company 
Meinecke & mpany 


Thorner se. — 
SYRINGES-NEEDLES 

Hospital Import Corp. 

Johnson & Johnson 

Medbridge Supply Company 

TABLE TOP 

Stedman Products Company 
TABLE TOPPING 

Stedman Products Company 

United States Rubber Company 





EA 

Calumet Tea & Coffee Company 

Sexton & Co.. Jol 
TEMPERATURE REGULATION 

Johnson Service Company 
THERMOMETERS ° 

Becton, Dickinson Company 

Betz Company, Frank 8 

Hospital Import Corp. 

Hospital Supply Company 

Meinecke & Company 

Rieker Instrument Co 


E. H. 
Stanley Supply Company 
orner Brothers 
Universal Hospital Supply Co 
THERAPEUTIC APPARATUS 
National Carbon Co., Inc 
OILET PARTITIONS 
Weis Mfg. Company, Inc., Henry 
TOILET PAPER AND FIXTURES 
Hillyard Chemical Company 
Mandel Brothers 
Pick-Barth Company, Inc., Albert 
TRAINING HOOL UNIFORMS 
Bruck’s ogee = tipi Co., In 
nw Mfg. Co 
TRAYS AND TRAY. COVERS 
eeeteel Import Corp 
The Hardware Specialties Mfg. Co 
Mandel Brothers 
Meinecke & Company 
Pick-Barth Company, 
Rhoads & Company 
Ross, Inc., Will 
Sexton & Company, 
Thorner Brothers 
TRUCKS 
Colson Company, 
Jarvis & Jarvis 
Sa — 
Johnson & 
Ross. Inc., ae 
TUMBLERS 
Hazel-Atlas Glass Company 
UNIFORMS 
Bruck’s Nurses Outfitting Co., Inc 
Mandel Brothers 
Morris & Co., Inc 
Neitzel Mfg. Co., Inc. 
Pick-Barth Company, 
VACCINES-SERUMS 
Davis & a gd 
Squibh & Sena. EF 
VALVES—FITTINGS 
Clow & Sons. James 
Crane Company 
VESTMENT 
Tahmann Co., The E. M 
WAGONS 
Jarvis & Jarvis 
WASHING MACHINERY 
American Laundry Machinery Co 
Henrici Laundry Machinery Co 
Troy Laundry Machinery Company 
WATER COOLING APPARATUS 
York Ice Machinery Co 
WATER PROOF SHEETING 
Seamless Rubber Company 
wares STERILIZERS 


Inc., Albert 


John 


The 


Inc., Albert 


WATER SUPPLIES 
Clow & Sone James B 
WHEEL CHAIRS 
Colson Company, The 
Dougherty & Co.. H. D. 
Hospital Import Corp 
Hospital Supply Company 
Stanlev Sunply Comneny 
WHOLESALE GROCERS 
Sexton & Company, John 
WINDOW SHADES 
Draper Shade Company, L. 0 
Mandel Rrothers 
Pick-Barth Company, Albert 
X-RAY APPARATUS 
Brady Company, Geo. W. 
Buck X-Ograph Company 
Burdick Corp 
Kelley-Koett Mfg. Co., The 
Kny-Scheerer Corp. of America 
Liebel-Flarsheim Company 
Livezey Surgical Instrument Co. 
Victor X-Ray Corp 
Wappler Electric Company 
xX- may SPLINTS 
e Puy Manufacturing Company 
ae. Mfg. Co. 


Inc., 
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Utica Sheets Will Wear a Long, 
Long Time 


TICA Sheets not only look well 
and feel soft and fresh to your 
patients, but equally important, they 
have an economical habit of wearing 
for a long, long time. 


/ 
/ 
/ 


Consistently they give ease and com- 
fort to the patients. They are so dur- 
able; they retain their fresh whiteness 
through so many strenuous washings; 
they last so long that their ultimate 
cost is surprisingly low. 


Fd 
= 


> > >» > % 


7 a4 —_— , a Me Ae ae A 


No sturdier, finer, or more durable 
sheets than “Utica” can be used on 
hospital beds. Order them by tele- 
phone from your supply house. 


Send for 
free booklet 


. > > 9 
ttl At Ad a 


ee ee 


“Greater 


~~ = =. 


Economy in 
UTICA STEAM & MOHAWK 
VALLEY COTTON MILLS 
Utica, N. Y. 


Sheets and 
Pillow 


Cases” 


ee 
a a sa te a 
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PANNE 
[on ine hetlontiaimeimane 


Built for Hospital Use, but 
Handsome Enough for Any Home 


\ ] HEN it is a matter of furnishing a new hospital or re- 

furnishing an older one—when beauty, utility, durability, 

must balance with a pre-determined estimate of cost — 
Hill-Rom fits the niche perfectly. 


There is no denying the charm and warmth of artistic 
wooden furniture nor its soothing effect on the pa- 
tients in your hospital. And, there is no denying the 
beauty and master construction of Hill-Rom furni- 
ture. Designs that are outstanding in character 
and so practical in the sick room—joints that are 
fitted so snugly—drawers that slide so smoothly 
and silently—finishes that defy time and con- 
stant scrubbing—economy that only such vast 
weieersm@@@emmsces facilities as ours could possibly afford — all, 
| 7 are the result of years of experience and 
faithful manufacturing. 


’Phone, wire or write if you would like a 
representative to call—you will not be 
obligated. But, at least, have our liter- 

ature in your files for reference. 


, 

(> 

( : | 
ME 





























Be Sure to Visit 















VWLl= = Our Instructive 
This attractive Hill- A ae ° : 
Rom ge is me. _ B Dis p la y 
fectly balanced an —_ 
has a heavy basethat (== S paces 
prevents it from be- — 127-128 





ing blown or knocked 


over. It. is, mounted = Artistic Wooden E 
casters, \e HOSIPITAIL IFUIRNIWNUIRIE 5) 
Te HILL-ROM Company ~ 


BATESVILLE, INDIANA 
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BRING THE HOME INTO THE HOSPITAL 





